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Oil-for-War Train Rolling Through British Countryside 


A solid oil train of English tankcars that hold about 4000 Imperial gallons each. Twenty-five cars usually constitute a train 
because of the light equipment used on English roads on which short hauls and small drops of freight are the rule. English 
freight trains dre not equipped with air brakes so moderate speeds and light equipment are necessary. The British Petro- 
leum Board ran many trains of solid tankcars across England every day after the Eastern Coast ports were closed. (For 
Warren Platt’s second article on how the British Petroleum board handles Britain’s war-oil problems turn to p. 5) 


Highlights in This Week’s NPN— 


Kilgore Committee Demands Outlawing of Cartel Systems: Calls it first step in new expansion era 
in foreign economic relations; urges destruction of Germany’s industrial leadership. See Page 8. 


Tax Subsidies to Co-ops Assailed as Threat to Profit System: National Tax Equality Assn. survey 
charges discrimination against private business in Administration’s policy. Details on Page 18. 


Pipeline Shipments of Crude and Products Hit Record High: PAW reports movement of 745,333 
b d to East Coast during week ended Oct. 28. See page 24. 


Automotive Engineers Learn of War Improvements to Lubricants: Fuels and Lubricants Meeting of 
S.A.E. discusses function of heavy-duty additive-treated oils. See Page 30. 


OPA Makes 13 Changes in MPR 88: Amendment 20 makes 13 changes, seven of general ap- 
plicability and six effective in specific areas. Complete details will be found on Page 34. 


Exploratory Drilling in California Hits Peak: American Assn. of Petroleum Geologists told that al- 
hough more wildcats will have been drilled in 1944 discovery will probably be lowest in state’s history. 
Page 36. 
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A bridge of ships and bases 
across the Pacific, with a 
certain -to-be- defeated Ja- 
pan on the other end. Morri- 
son Oil Equipment is a very 
important part of this span. 
Its tested and time - proven 
dependability has been and 
will continue to be a vital 
factor in our winning of this 
war. 
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In Johnstown, Pa., Leonard Sherer’s Re- gives me a fast turnover,” he says. 


public Station is known as a real money . 

Yes, Republic Dealers are real business 

maker, 
men. They’re interested in more profit, in- 


Leonard switched to Republic in 1938. His creased sales and top quality products. 
station is attractive, smoothly operated and 


Republic plans now call for tremendous 
well located. 





post-war expansion. Our dealers and job- 


“But it’s the personal attention I give to bers will benefit. Hop aboard the Republic 
my customers plus the fact that I am com- band wagon and inquire how you can profit 
pletely sold on Republic products that by working with us because . 


REPUEGLIEE GOING PLACES 


| REPUBLIC OIL COMPANY 


Benedum Trees Building i Pittsburgh, Pennsylvania 
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INDEX 


WASHINGTON—ODT this week an- 
nounced that applications for purchase 
of new trucks to be built during 1945 


may now be made to ODT district of- 
fices. 
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FIGHT PROPOSED TRUCK CURB 000, | 
WASHINGTON — Government trans- take 
portation officials will attend a meeting Alask 
of Cincinnati's City Council Nov. 27 work 
when City Manager W. R. Kellogg pre- taini 
sents a resolution to prohibit double- ith 
bottomed petroleum trucks from passing > “ - 
through the city. — 
and, 
TAKE TRUCK APPLICATIONS ment 
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Thanks from Industry ete 
supE 
For a Job Well Done in whic 
sum 
Government Service TO:— case 
ike Malian . . MYRON R. HOLMGREN, who re- i 
turns to his former position of vice yesh 
president of Hughes Oil Co. in Chi- Pot 
cago after serving OPA as chief of oo 
Cuts Costs a PAW Boss at Tulsa fuel oil rationing since July 1 of this AP. 
year, the first experienced industry eral 
Mark S. Patton, PAW Dist. 2 di- |Mo., where he was born on Aug. 29, man to hold the position. 
rector of natural gas and_ natural 1887. The first 16 years of his life Upon resigning from this position 
gasoline, is also head of the Tulsa were spent there getting his grade he complimented fuel oil rationing R< 
branch office of PAW and under W. and high school education, and prob- representatives who now remain with 
W. Vandeveer, Chicago, PAW Dist. ably playing “tin can shinny” along OPA in Washington as having sound, 
2 director-in-charge, co-ordinates the _ the side streets and marbles and base- realistic views of the fuel oil rationing V 
efforts of all representatives working — ball on the school grounds. He grad- situation. He does not feel, however, this 
out of Tulsa. uated from Westport Central High that with the present war successes, ass 
The Tulsa branch organization has School in 1903, and immediately there will be any need for continuing aii 
been reduced in size from time to — started plugging for himself. fuel oil rationing beyond the current hol 
time and is now being further stream- With the apparently familiar am- season. C 
lined by each man becoming familiar bition of most youths to find adven- Mr. Holmgren began his association | 
with the work of the others. This ture and see the world, Mr. Patton, with government agencies in Febru- — 
insures that someone will always be at 16, went to Coffeyville, Kans., ary of 1944 when he was named a a 
on hand to answer questions from where he mostly “just worked around member of OPA’s fuel oil panel, with "6p 
the industry while other members of _ in the oil fields.” 17 years experience at Hughes Oil pe 
the staff are out on necessary field In 1914, he found a steady job Co. in his background to guarantee a —— 
trips, Mr. Patton explained. There with Cudahy Refining Co. in Coffee- thorough knowledge of industry prob- we 
are now only five men and fou _ ville, and stayed until Sinclair took lems. He was also a member of the aa 
women employes in the Tulsa branch over that company about four years Chicago metropolitan area panel. 
of PAW, and at one time there were later. He then moved to Tulsa as Further preparation for his capacity of ‘ga 
10 men and 10 women employes. sales manager for Western Oil Co., fuel oil rationing chief came with a of 
One of the most important current where he remained until 1922, when month spent as consultant to OPA pre- so | 
industry problems is overcoming the he helped organize the Hurley Gaso- vious to his appointment. of 
shortage of butane for the war effort line Co. and became its sales man- His successor at OPA as chief of Bui 
as indicated by PAW Directive 79, ager for five years. In 1927, he be- fuel oil rationing is James Scully, who fail 
issued on Oct. 23, restricting the use came president of the company. has been with OPA since 1941, acting ve 
of butane for oil well drilling opera- Mr. Patton was married in 1915, as OPA’s fuel oil rationing representa- ie 
tions where natural gas is available. and there are two children. A son, tive in the Seattle Regional Office 
While working with PAW, Mr. Mark S. Patton, Jr., was engineer for since February, 1943. Prior to joining ina 
Patton is on leave of absence as pres- Shell Oil Co. before joining the Army OPA, Mr. Scully was connected with rea 
ident of the Hurley Gasoline Co., Air Corps. A daughter, Harriet Ann, the container industry. Mi 
Tulsa. He came from Kansas City, is in college. | 
g 
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ickes Again Asks Congress Finance Search for 


Secretary Repeats Plea for $1,075,000 Exploration Funds 
Voted Down Last Spring by Senate After House Approval 


NPN News Bureau 
WASHINGTON—After having been 
efused the money once before, Secretary 
Ickes came back to Congress again this 
veek with a request for funds to finance 
petroleum exploration campaign in 
Alaska. 

Mr. Ickes asked for a total of $1,075,- 
000, and said it would be used “to under- 
take the investigation of certain areas of 
Alaska that seem, on the basis of earlier 
vork, to ofter the best possibilities of con- 
taining petroleum reserves, 
vith a view to making Alaska self-sus- 
taining in regard to petroleum products, 
ind, if possible, to contribute to require- 
nents outside the territory.” 


significant 


The last time he submitted such a re- 
quest was in the spring of this year. The 
House acceded then, but the Senate voted 
him down. 

The Interior Department this week also 
asked Congress to allow it to use $50,000 
of its current $5,000,000 appropriation 
for research on synthetic fuels for the em- 
ployment of temporary outside scientific 
assistance. 

Hiring of outside researchers, Interior 
said, will enable the Bureau of Mines “to 
eliminate long and costly research, elimi- 
nate the design and construction of in- 
adequate or faulty equipment, help se- 
lect the best processes for carrying out 
any given operation, and contribute spe- 





Oil in Alaska 


NATIONAL 
PETROLEUA 
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MANAGEMENT MEN 


cific knowledge and engineering infor- 
mation which is not available within the 
bureau.” 





Justice Dept. Seeks Funds to Resume Postponed Anti-Trust Cases 


WASHINGTON—The Justice Depart- 
ment this week asked Congress for a 
supplemental appropriation of $175,000 
which it proposes to use, in part, “to re- 
sume work” on postponed anti-trust 
cases, 

While the department did not enumer- 
ite cases it intends taking up actively 
igain, among those pending on court 
dockets is the anti-trust suit against 
\.P.I., 22 major oil companies and sev- 


The 


eral hundred of their subsidiaries. 


case was continued indefinitely under an 
order signed July 8, 1942 by Justice 
O'Donoghue of the local federal district 
court, but can be brought to trial by 
government on 60-day notice. 

The money request was transmitted to 
Congress by President Roosevelt and was 
for “an additional amount (of $175,000) 
for enforcement of anti-trust and kindred 
laws.” 

More specifically, the request said that 
the money would be used by Justice “to 


discharge new duties imposed by the 
Surplus Property Disposal Act of 1944 
and the War Mobilization and Recon- 
version Act of 1944 and to resume work 
on postponed cases.” 

The House Appropriations Committee 
is expected to commence hearings on 
this and other appropriation requests 
within the next couple of weeks. If 
finally approved by Congress, the $175,- 
000 would become immediately available 
to Justice. 





Resort-Bound Motorists Warned Against Illegal Use of ‘Gas’ 


NPN News Bureau 
WASHINGTON—OPA Chief Bowles 
week warned motorists that they 
face loss of their mileage rations if they 
gasoline illegally to travel to win- 
ter resorts. 

OPA is preparing an enforce- 
nent program to prevent illegal use of 
rations in winter vacation travel, he said 
ind motorists who misuse their rations 
will be called before hearing commis- 
sioners who have the power to revoke 

tt only the supplemental “B” or “C” 
rations, but basic “A” rations as well.” 

“IT am sure” Mr. Bowles added, “that 
gain we can count on the vast majority 
f motorists to abide by the regulations 

that everyone may have his fair share 

f the available civilian gasoline supplies. 
But to the few who seek to obtain un- 
ir advantage, I want to say that this 

nte1 are strengthening our ration 
vocation procedure still further.” 


this 


LLSE 


how 


we 


As one step in its campaign to elim- 
ite illegal use of gasoline, OPA has al- 


idy opened a_ sub-district office in 


Miami, Fla. 
In addition, the drive to wipe out use 
counterfeit and stolen coupons “is be- 
. ” 
x stepped up in the southern states, 


PA said. OPA’s coupon verification 
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center at the Atlanta, Ga., regional office 
is now busy inspecting counterfeit and 
stolen coupons and charging back the 
amount of gasoline represented by these 
illegal coupons to the service stations 
that accepted them. 


3 ° 


ESCANABA, Mich.—OPA district of- 
fice has all 13 of its enforcement officers 
checking automobiles crossing from 
Mackinaw City, Mich. to the upper 
peninsula at St. Ignace with the expecta- 
tions of finding a large number of mo- 
torists using gasoline on deer 
hunting trips. Rough estimates place 
the number already summoned for hearing 
at about 100. 


illegal 





Commuters Get Extra Gasoline 
In Chicago Rail Strike 
NPN News Bureau 
CHICAGO—When two striking unions 
on the Chicago, North Shore and Mil- 
waukee Railroad and the Chicago, Au- 
rora & Elgin railroad showed no signs 
of relenting on Nov. 14, the fifth day of 
a strike, in their demands for a 9e hour- 
ly wage increase, Marion Isbell, OPA 
district director, announced that strand- 
ed commuters will get emergency gaso- 
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the 
provision of 


line as strike continues. 
the rationing 
local boards to 
issue special purchase permits without 


the necessity of the motorist applying 


long as 
Emergency 


regulations empowers 


directly to the central issuance board. 





A.P.I. Quarterly Quotes 
Platt's Overseas Articles 


CLEVELAND—Two of Warren 


C. Platt’s articles from overseas came 


in for mention in the American Pe- 
troleum Institute’s October, 1944, 
Quarterly. Tribute of NPN’s editor 


to the heroic crews of oil tankers was 
used in a page of pictures showing 
tanker scenes at sea. 

The other was from Mr. Platt’s ar- 
ticle on the oil industry’s contribution 
to the war effort. 

“The oil industry is doing a big 
job in this war over here not only 
with its many special war products 
and vast quantities of its regular 
products, but also through the hun- 
dreds of oil men serving as oil men in 
army, navy and in special civilian 
position,” wrote Mr. Platt. 











Minneapolis Retailers 
Join Union; Report 
85% Sign Up So Far 


Special to NPN 

MINNEAPOLIS —With the support of 
Local 977 of the A. F. of L. teamsters 
union with which it has recently become 
affiliated, the Minneapolis Assn. of Pe- 
troleum Retailers, Inc., is carrying 
through a membership campaign to en- 
roll every gasoline station operator in 
Minneapolis as a member of the asso- 
ciation. 

Results since Sept. 30 when the affil- 
iation with the union was announced in 
a letter to members show that 85% of 
the 590 licensed retailers in this city 
have joined according to Harry Jack- 
son, executive secretary of the associa- 
tion. 

Mr. Jackson added that he anticipated 
that the remaining retailers would join 
“as soon as we get around to calling upon 
them and then the movement will spread 
over the state. It has now reached the 
suburbs of Minneapolis.” 

The membership campaign did not get 
fully under way until last week. The 
union franchise covers the entire state 
of Minnesota and it is understood that 


the movement is similar to one in Ohio 
in the 1930’s, which continued for some 
time, 

Object of the union movement, Mr. 
Jackson stated in his letter, is to meet 
“postwar evils of cut margins, longer 
hours, more stations, change of lessees, 
in fact in general, a chaotic condition.” 
He anticipates a postwar flood of gaso- 
line, accessories, oil and all other mer- 
chandise sold at service stations 

therefore we are headed for a dog 
eat dog scramble after business o 

Members of the association are re- 
quired to sign an application card author- 
izing the labor affiliation to represent 
them, covering these protective features, 
the details of which are to be arrived 
at by membership vote: 

(1) Definite marginal compensation; 
(2) Fair operating hours; (3) Fair lease 
protection; (4) Fair schedule for services; 
(5) Fair tire practices by company stores; 
(6) Fair differentials between major and 
cut rate “gas” markup. 

Dues are $2.50 per month, the first 
statement to carry assessments of $1.00 
covering annual charge for medical care, 
including doctor and death benefit after 
one year of membership. 

“We have arranged to waive all initia- 
tion fees for 30 days,” Mr. Jackson 
said in concluding his letter, “so get 





‘On With the Job!’ 


By William R. Boyd, Jr. 


Because of the intense interest generated by the presidential election 








which reached its climax with the re-election of President Roosevelt, NPN 
asked William R. Boyd, Jr., chairman of P. I. W. C., and president of the 
American Petroleum Institute, to express the industry's sentiments with regard 
to the result and what is ahead. Mr. Boyd writes as follows: 

The 1944 elections are over. The majority wins and grins. 
loses—and also grins! That is ihe traditional American way. 

During the late political campaign, oil men, as they should have done, 
exercised generally their rights of citizenship and suffrage. Whether the 
candidate was running for the cflice of dog catcher, governor or president, 
oil men were shouting and voting for the man of their choice. Some were 
for the winners, some for the losers. But all were good Americans, all are 
good Americans! 

When our country entered the war, the petroleum industry, with a una- 
nimity never before known to it, resolved to do everything in its power to 
assist its government in prosecuting the war to a victorious conclusion. I 
believe firmly that our oil industry, more than any other, has given unexampled 
co-operation to its government and led the way in putting everything else 
secondary to providing our fighting forces with means to defeat our enemies. 
Every oil man has been and is proud to be a part of the industry which fuels 
and lubricates our war machine. We have been and are proud that our boys 
are flying to victory on the wings of petroleum. 

This is our America, the land of the free and the home of the brave. 
We have just given the whole world a demonstration of it by having a hot 
political campaign in the midst of war. We demonstrated the liberty of the 
individual citizen by the frank and forthright way in which we indulged jin 
criticism of men and measures. We demonstrated our freedom with the 
march of over forty-five million voters to polling places where each ‘voted 
without hindrance for the candidate of his choice. 

Nothing during the election period interfered with the oil industry’s sup- 
port of the war effort and, election or no election, the petroleum industry will 
continue to give the utmost in all-out support of the government and all its war 
activities and to bear the torch of freedom for which it has always battled, 

America is still fighting a war and eleven million American boys are in 
uniform. Oil is ammunition, so let’s forget “elections” and be on with our 
job! 


The minority 








busy and see that your neighbor station 
becomes a part of this movement with- 
out penalty and without delay.” 

Mr. Jackson said that he has beer 
in the oil business for about 20 years 
in various capacities in the marketin, 
departments of Pure Oil Co., Standard o| 
Indiana and Barnsdall in the Chicag 
and Minnesota territories. He started 
with the Minneapolis Assn. of Petroleun 
Retailers, Inc., about eight years ag 





2 Go to Prison in Cleveland 
Scandal; Third Reindicted 


NPN News Burea: 
CLEVELAND—Following penitentiar, 
sentences given two men and a sus 
pended sentence for a woman clerk 
Myron Bernstein, tire dealer, has beet 
reindicted by the Federal grand jury in 
connection with Cleveland’s gasoline ra 
tioning scandal which diverted great 
quantities of gasoline to the black mar 
ket. Charges against Bernstein were dis 
missed during his first trial because of 
technicalities. 

The defendants were charged with 
conspiring to violate the gasoline ration- 
ing regulations. Federal Judge Emerich 
B. Freed, sentenced C. R. Allen, former 
OTD district manager, to 20 months in 
prison, plus costs. 

Robert A. Dissauer, former Local Board 
6 Chief Clerk, was given a sentence of 
15 months and costs. Mrs. Elenor Min- 
nery, former ODT junior examiner, re 
ceived a suspended sentence of 15 
months, plus costs. She was placed on 
probation by Judge Freed. 

All three had pleaded guilty, and testi- 
fied for the government against Bernstein 
who pleaded not guilty. No date has been 
set for his second trial. 





Applauds Safety Record of 
California Refineries 


NPN News Bureau 

LOS ANGELES—Don Gilman, execu- 
tive vice president of the California Oil 
& Gas Assn. last week told 75 safety en- 
gineers representing 95 per cent of Cali- 
fornia’s refining and processing output 
that proved safety methods in California's 
petroleum industry have aided immeasur 
ably in maintaining the miracle of war- 
time oil production. 

“Our added power and speed in the 
air and dominance of our mechanized 
equipment in battle bear directly o1 
measures taken in our refineries to insur 
a steady, unhindered flow of precious 
fuel,” Mr. Gilman said. 

“It is particularly important that n 
plan be put into effect at this time whic! 
will slow down present refining activities, 
he added, and pointed to the industry's 
excellent record in the last four years 
during which the accident rate was .005 

The conference was called by Mr: 
Gilman to put into workable form a nev 
set of safety regulations outlined by th 
California Industrial Accident Commis 
sion. 
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Nith Warren Platt Overseas— 


How British Fueled Vital Coastal Area as Invasion Threatened 


Supplies in ‘Pink Belt’ Had To Be Kept at Minimum, Yet Board 
Brought in Fuel for All Essential Purposes During Crisis 


By Warren C. Platt 


LONDON—They called it the “Pink 
Belt” because it was pink on the maps. 
But, fortunately for the lives of mil- 
ms in England, the lives of many more 
the U.S. and the safety of the world, 
the “pink” stayed on 
the maps and did 
not get on the land. 
But even on_ the 
maps the “pink” was 
a headache to the 
British Petroleum 
Board because it in- 
troduced another 
and major complica- 
tion in that oil in- 
dustry organization’s 
job of | supplying 
petroleum products 
in the United King- 
dom not only to the 
Army and Navy but also, when 
they came, to the American military 
forces by land and sea. , 
The “Pink Belt” was—it has almost 
gone now—a 30 mile area running along 
the East coast from up in Scotland down 
to the English Channel and along that 


Mr. Platt 


British 


water to the West Coast where England 
is protected by the great Atlantic Ocean. 

It was in this area, following the col- 
lapse of France in the summer of 1940, 
that Britain decided to make the big 
fight against an invasion of its homeland. 
In far-off America, as I recall, we did not 





(This is the second of a series of ar- 
ticles on the wartime operations of the 
British Petroleum Board, a strictly oil 
industry organization, representing all 
oil companies in the United Kingdom. 
and charged with the entire responsibil- 
ity of procuring and distributing all of 
the petroleum products of the British 
military forces and also of the distribu- 
tion of such products to the American 
forces here.) 





take very seriously the reported threat 
of an invasion of England. But over 
here, on the strength of much secret in- 
formation, the British felt so certain that 
an attempt to land on their shores would 
be made, that the government and its 
people went to great lengths of time, men 
and money to prepare for it. In fact un- 
denied legend says that the Germans col- 
lected thousands of small boats along the 





oil man. If so, he evidently does not 
live in a palace of fine marble because 
the flowers were a handful such as 
could come from any of the small gar- 
dens that fathers keep over here these 
war days to brighten homes and 
The flowers were dried 
and most of the petals had blown 
away the many days they lay there. 
A bit of string held the handful to- 
gether and to them this rain-streaked 
note— 

“To the memory of Peter of 
the Royal Air Force. Had he 
lived to this day he would have 
been 24 years old.” 


memories. 


Towering above the simple flowers 
to Peter was a great shaft of stone 
erected to the memory of Peter’s fly- 
ing predecessors who rose to the stars 
in the first world war before Peter 
was born. On top is a massive bronze 
eagle, spreading his wings as if to 
take flight on behalf of those who put 
flowers below him and who need 
shelter and comfort; a flight across 
the heaps of rubble from the blitzed 
homes and buildings beyond the river; 
a flight above the many miles of blitz- 
bombed homes that strew the land 





to the Channel—a flight that will roar 
on to the enemy who has brought 
such death and destruction. 


‘To the Memory of Peter of the R.A.F.' 


LONDON—Maybe this is about an 


Perhaps Peter’s father thought that 
way and perhaps other fathers and 
mothers, thought that way too, for 
there were two other bunches of gar- 
den flowers withering alongside those 
left for Peter. One bunch did not 
even have the luxury of a bit of string 
to hold its memories together, only a 
stem of grass tied them. 

When you stepped back the better 
to see the high avenging eagle, you 
read just under his perch the motto 
of the Royal Air Force—“Per Ardua 
Ad_ Astra” — or, in_ translation, 
“Through Difficulties to the Stars.” 

Your eye drops down the long shaft, 
past the deep scars in the stone made 
by the bombs of this war that ex- 
ploded along the Thames in the heart 
of this great city—down to just above 
the ledge where lie the flowers to 
Peter and to the Unknowns. Here 
you read chiseled in the shaft, and, 
ore is sure, chiseled just as deeply in 
the hearts of those who lay flowers 
to the Peters, the confirming words 

“I bare you on Eagles’ Wings and 
Brought You Unto Myself.” 


oO oO ° 


Last Sunday there were half-a- 
dozen little sprays of flowers from the 
gardens of the ordinary men whose 
sons have risen on the Eagles’ Wings 
of this war.—W., C. Platt 
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Dutch, Belgian and nearby French shore 
and not only practiced invasion tactics 
but actually set forth one day only to be 
met by a counter attack including the 
floating of an “oil boom”, a flood of 
burning oil released on the sea in front 
of and around the threatening craft. 

Whatever the facts are on this attempt, 
there is no doubt but that the country 
made elaborate preparations against an 
invasion at a time when every ounce of 
the country’s effort was needed on arm- 
ing itself for the long war. It was the 
great extent of those plans that gave the 
British Petroleum Board a new and large 
problem at a time when the Board had 
its hands full in war preparation. 


Planned To Evacuate All 
Who Could Not Handle Gun 


The British government is now publish- 
ing the facts as to the defenses erected 
and planned in this 30-mile “Pink Belt”, 
so these statements are not concerning 
what I have seen all over southern and 
eastern England but what the govern- 
ment now admits are true. This “Pink 
Belt” was criss-crossed with thousands 
of miles of barbed wire in various forms 
of entanglement at roadsides and across 
country. Steel fences of special design 
protected hundreds of miles of beaches. 
Concrete blocks guarded valleys that 
might be used’ by armored equipment 
and blocks stood by roadsides, ready to 
be rolled across the highways. All roads 
were mined and across the country 
stretched wide and deep ditches to 
trap armor. 

In addition to these elaborate fortifi- 
cations, arrangements were made _ to 
evacuate all who could not handle a gun. 
Home Guards were recruited and armed 
with whatever weapons were available 
but the noncombatants, the old and 
women and children, were organized in 
groups and instructed just what to do, 
how much baggage to pack, what train 
and what hour they were to take it and 
where to get off—all in case the invasion 
signal came. It is now stated that it was 
planned to empty the south east coast 
towns of all except fighting and essential 
men, in 48 hours. To make sure these 
evacuating plans would work, “evacuat- 
ing exercises” were held. 

As a part of these great preparations 
the Petroleum Board was told that it had 
a double task, that of moving all stocks 
of petroleum possible out of the “Pink 
Belt” down to current day-to-day sup- 
plies and yet keep that aréa fully sup- 
plied with petroleum even though its de- 
mands were increasing rapidly every 
month due to the establishment in the 
area of army camps and military flying 
fields and to the greater activity of the 
Navy from its ports. And in addition, the 
Board had to be ready to withdraw from 
that area on a moment’s notice all ship- 
ments’ that were going into it, and to 
save from the enemy not only the petro- 
Jeum but the tank trucks and tank cars. 

This instruction came to the Board 








when it was struggling with a complete 
reorganization of oil handling and parti- 
cularly with the problem of receiving 
petroleum at the western ports and moy- 
ing it- across country which was a reversal 
in movement for 75% of the products 
consumed in England. 


Storage in Area Reduced 
To Barest Possible Minimum 


The Board had its largest storage built 
over the years in this “Pink Belt”. Under 
the instructions the Board reduced this 
storage to the barest operating minimum 
and then installed electrical devices and 
explosives by which any remaining prod- 
ucts could be destroyed on the approach 
of the enemy. 


The Board reduced the number of 
dealers in the East Anglia area alone in 
pursuance to this policy from 3200 to 264 
and it reduced the live storage in com- 
mercial accounts from 3400 to 420. The 
equipment, both pumps and tanks, of the 
closed dealers, was “sterilized” by taking 
off important parts and plugging fill 
pipes. For those installations that were 
kept open, various devices were provided 
for making them inoperable to the in- 
vaders, such as placing a foot of concrete 
over manhole covers and having handy a 
length of pipe plugged with concrete and 
lead wool to shove down both the suction 
and intake pipes of the underground 
tanks. 

The dealers owning the closed outlets 
were given their gallonage percentage 
share of certain net margins on the gal 
lons put through the remaining retail 
outlets. No dealer made money out of 
it but they all got a little something for 
their equipment whether it was used or 
not. This equipment was being returned 
to service without cost to the dealers on 


Nov. 1, 1944. That does not mean that 
any more gallons will be distributed or 
consumed in the area but only that every 
dealer will have a chance to handle his 
share and to go through the motions of 
being back in the gasoline business. 


When the Board reduced its stocks 
drastically at both dealer and terminal 
storage in the “Pink Belt” it had to in- 
crease its in-shipments greatly. The mili- 
tary authorities insisted that regardless 
of the added burden on the Board’s 
transportation these in-shipments had to 
be so managed as to reduce to a mini- 
mum the likelihood of their being seized 
by an invading enemy. Because of the 
war necessity for keeping this district in 
a hundred percent blackout, night-time 
unloading of tank cars had to be forbid- 
den. This bunched in-shipments in the 
daytime, and bunching is the right word 
tor the short winter days of England. 
This meant that there was unusual con- 
centration of equipment carrying petro- 
leum products going into the “Pink Belt” 
in a few hours of daylight. 


As these shipments and their equip- 
ment would have been fine prizes for 
invading forces could they have been 
seized, the Board had to direct its tank 
car and its truck movements to the “Pink 
Belt” so that trucks and tank cars were 
ready at the border to move. into the belt 
with the coming of daylight, get to their 
destination, be unloaded and get out by 
night because not even empty equipment 
could be hazarded in that area. Also the 
Board had to keep an accurate record of 
all such equipment so that at any hour 
of the day the military authorities would 
know exactly what petroleum products 
and what conveyances of those products 
were in the “Pink Belt” and where they 
were. 


To handle the greatly increasing vol- 





A big tankcar and tank truck loading rack at a temporary railhead located in an 

area of big demand for gasoline for the quick transshipment of gasoline into 

trucks even without using storage tanks. Many of these were built throughout 
England and have served hundreds of millions of gallons of products 


ume of products to the “Pink Belt” it was 
necessary to establish new unloading 
points so, in addition to railhead unload 
ing points, referred to in a previous ar- 
ticle, placed elsewhere in the country 

a total of 150 railhead points were put 
in operation in the “Pink Belt”. At thes: 
points tank cars were shifted to siding 
and there unloaded direct into tank truck 

and even into barrels and_ jerrycans 
When it is remembered that by far th: 
bulk of England’s consumption of petri 

leum products had been supplied fron 
large terminals located in the “Pink Belt” 
the hardship and difficulties of having t 

supply that important area from fa 
Western ports and under all these mili 
tary limitations becomes more apparent. 


I have told this “Pink Belt” story wit} 
this detail because it so strikingly illus 
trates the complicated task of the Britis] 
oil men operating through the Britis! 
Petroleum Board, in not only having t 
supply an ever-increasing volume of 
products in the shortest possible time but 
also having to thus co-operate with the 
military authorities in handling that sup 
ply in ways that would be condemned 
by the standards of peace-time economy 
and efficiency. 


Here's What U. S. Would Face 
Under Similar Invasion Threat 


For comparison, consider what would 
have to be done in the U.S. to protect 


against an invasion. A “Pink Belt” of 
not just 30 miles but probably 100 miles 
or more would be established. This 


would necessarily include a large per- 
centage of the country’s refining capacity 
and terminal storage, so that the interior 
refining capacity would undoubtedly 
have to be increased and storage facilities 
provided well inside of this 100-mile 
“Pink Belt” to supply the highly-populous 
coast areas and the big military operations 
therein. 


Consider the difficulties that the oil 
industry would have had these past three 
years if, in addition to providing all of 
the new plants for the manufacture of 
butadiene, 100-octane aviation gasoline, 
toluol and other products; if, in addition 
to moving ever-increasing quantities of 
these to the East Coast for shipment, the 
oil industry also had to do the things that 
the British oil industry had to do and 
supply only current daily consumption 
to its coastal areas, then you have some 
conception of the difficulties under which 
the British oil industry through the Bri 
tish Petroleum Board has labored thes¢ 
past five years. 


In addition to all of these jobs and 
difficulties, the Board had many chores 
wished on it from time to time. Other 
liquid industries called for help from the 
Board’s transportation facilities. 


The  toluol-from-coal manufacturers 
could not move all of their increased 
output and prevailed upon the Board t 
set aside upwards of 150 of its precious 
tank cars to move their product. This 
movement is still proceeding. 


The manufacturers of creosote had 
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een exporting their product but the war 
stopped that. The Board arranged for 
the blending of creosote with pitch which 
was then sold for heavy fuel. The Board 
had to collect the different products, 
nove them to blending points, and then 
to the black oil fuel market. 


Many Additional Duties 
Thrust Upon the Board 


At the start of the war, a surplus of 
benzol was being produced from coal in 
Northern England. This was turned over 
to the Board which gathered it from 150 
nanufacturing points, blended it with 
gasoline and distributed it as a mctor fuel 
to points of its manufacture as 

Later, this benzol was needed 
in the U.S. so the Board not only had to 
collect it, but transport it to West Coast 
ports and load it into ships. 

With the construction of many hun- 
dreds of new airfields, the Board had to 
many thousands of tons of bitu- 
men for their landing strips. This called 
for equipping some 300 railhead points 
with facilities for steaming out those 


iS near 
possible. 


nove 


cars. 

The Board also had to supply special 
tank truck service of motor fuel to the 
trucks and fire engines used by the fire 
departments in the different blitzed areas, 
ind particularly for the National Fire 
Service, a federation of all the country’s 
fire departments. These trucks had to be 
ready to into the blitzed areas 
whenever additional fuel was called for 
and regardless of falling bombs. 

The Board had to provide products, 
often at far-distant points, on short notice 
for the operation of smoke screens, fog 
This 
neant that the Board had to be prepared 
n little notice to supply additional fuel. 
Smoke screens were used at airports and 
seaports protect important 


move 


dispersal and “oil boom” defense. 


and also to 


ctory areas 


Invasion of North Africa 
Called for Extra Effort 


Fog dispersal is the burning of oil flares 
t airports just as orchardists burn oil to 
keep the frost from biting the fruit. 
Similar flares in larger volume, it has 
een found, are quite successful in open- 
g up holes in fog so that the planes 
in operate. “Oil booms” are the spread- 
ig of oil on water which, when set 
fire, materially hampers any invading 
rece, especially one using small boats. 
\ll these, when in operation, consume 
ry large quantities of oil, more than 
be stored nearby against that use. 


ll has to be transported mostly when 
eded 

Much oil had to be provided at many 
ints in the “Pink Belt” for the use of 


ime-throwers stationed at _— strategic 

Similarly, oil for flame- 
as well as for boom defense, 
id to be delivered to storage tanks on 

beaches and even large tanks, 30 
et by 9 feet in size, provided therefor. 
ese tanks and their contents are now 
ing recovered. 


Before the 


ssroads 


wers 


for North 


troops set out 
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African invasion. 


American-made tank cars at railhead siding and loading rack in England. The 

U. S. Army supplied the tankcars and loaned them for general gasoline service. 

In recent months most of them have been removed to France along with much 
English equipment 


Africa, the Petroleum Board had to sup- 
ply an extra large volume of motor fuel 
for both ground forces and air forces at 
many new points in the U.K. The ground 
forces left with all tanks of their equip- 
ment filled with fuel and plenty of re- 
that equip- 
ment and also stored on board ship. Air- 
borne troops were also used in the North 
Arrangements had been 
made to load many of these troops in 
planes at one airdrome but a last-minute 
fog descended so that the Board had to 
supply, with another lot of tank trucks, 
a duplicate supply of fuel at a far-distant 
airfield. 


serve cans strapped on 


When the invasion of France was be- 
ing organized, the military authorities 
confidently expected the enemy’s ait 
force to get into action as the troops were 
being embarked at Channel ports and be- 
ing moved across to the “far shore”. So 
a few hundred special airfields were con- 
structed in the southern part of England 
for the use of the protecting fighter 
planes of the Allies. The Petroleum 
Board had to help equip and supply all 
these fields with tanks, trucks and cans 
of fuel and lubricating oil. But the enemy 
planes did not bother the invaders and 
these fields have since been largely dis- 
mantled. 


Waste Oil Recovered and 
Reclaimed Product Used 


The Petroleum Board accumulated all 
of the small storage tanks of around 500 
gallons that it could find in the country 
and distributed them for various mili- 
tary uses such as at distant sites for the 
big searchlights, of which many hundreds 
were used, for dry cleaning fluids at U.S. 
camps and for the various petroleum de- 


fense activities heretofore mentioned. 
Still another transportation chore for 
the Board was that of gathering waste oil 
from all airfields and even from centers 
near farms that had tractors, and taking 
it to several refineries where it was re- 
refreshed with The 
airfields turned their 
waste oil but did not use the reclaimed 
product. But the British did, claiming 
it was necessary 
portation of 
anyway 


run and new oil. 


American over 


in order to save trans- 
from the States 
got satisfactory 


fresh oil 
and that they 
results from the reclaimed product. 

A spectacular use of the Board's equip- 
ment was when the water supply system 
to an important section of London was 
wrecked in the blitz of 1940-41. The 
Board hauled water by tank car and then 
its trucks carried the water down each 
street for the convenience of the house- 
wives with their buckets and_ kettles. 
More than 100 trucks with their drivers 
were used for several months in this Lon- 
don water service. . The same service had 
to be rendered at different times to other 
cities and towns. 





Oil Firms, Common Carriers, 
Will Receive 25 Barges 


NPN News Bureau 
WASHINGTON—Twenty-five all-steel 
petroleum barges will be allocated soon 
by ODT to oil companies and common 
carriers for operation on the Mississippi- 
Ohio River System and possibly on the 
Gulf Intracoastal Canal. 

While ODT has received about 100 
applications for the barges, including 30 
from oil firms, some are reported to be 
based companies’ that 
they could develop cargo to fill them. 


only on hopes 











Kilgore Committee Urges Death of All Cartels, 


Bigger U. S. Exports in First Postwar Decade 


NPN News Bureau 

WASHINGTON — Outlawing of the 
international cartel system was de- 
scribed this week by the Senate War 
Mobilization Committee as a necessary 
first step to “a new expansionist era in 
foreign economic relations.” 

“Our plans for peace,” the committee 
warned, “will succeed only if interna- 
tional economic collaboration by the sov- 
ereign government goes hand in hand 
with political and military collaboration. 

. . The elimination of restrictions on 
production, high prices, and exclusive 
market policies from the international 
field will not only help to preserve the 
peace but will assist in refocusing domes- 
tic production on maximum output, low- 
est price and highest quality. It will 
thus provide a sound basis for the 
flourishing of competitive private enter- 
prise, not only in harmonious interna- 
tional trade but also in expanded domes- 
tic and foreign markets.” 

Remarks of the War Mobilization 
group, headed by Sen. Kilgore (West 
Virginia), were contained in a special re- 
port summing up a year-long investiga- 
tion into the effects of cartel and monop- 
oly practices on war mobilization. 

Written into the document was an en- 
dorsement of President Roosevelt’s re- 
cent statement, made in a letter to Sec- 
retary of State Hull, recommending 
collaborative action by the United Na- 
tions to curb cartel practices which re- 
strict the free flow of goods in foreign 
commerce. Ie defining this policy, the 
committee said: “The President of the 
United States is planning for the future 
security and prosperity of this country 
in the free-enterprise tradition of the 
Sherman-Clayton antitrust laws.” 

Calling for the destruction of Ger- 
many’s industrial leadership and _ the 
“liquidation throughout the world of the 
economic outposts of Nazi-ism,” Sen. 
Kilgore’s committee recommended that 
the “initial machinery” be made avail- 
able now, before hostilities cease, on 
which to establish “a new pattern of 
international behavior.” 


Lists Objectives 


Among other things it said should be 
done were these: 

1. Immediate effectuation of the In- 
ternational Economic and Social Council 
proposed by the Dumbarton Oaks Con- 
ference as part of a world security or- 
ganization. 

2. Expansion of the principle of the 
reciprocal trade agreements, under the 
proposed world economic organization, 
into multilateral national agreements 
providing for the freest possible move- 
ment of goods. 

3. U. S. recognition as desirable of 
the possibility “of an even more rapid 
increase in U. S. exports than imports 
in the initial postwar years.” This, the 
committee said, would serve to develop 
markets abroad and would also estab- 


lish firm bonds of friendship and co- 
operation with other nations. After the 
first major period of reconstruction and 
development (approximately 10 years), a 
balance of imports with exports could 
be established “by stabilizing the do- 
mestic market at a high level so that it 
can absorb the products of other na- 
tions si 

4. Development of a full program of 
international action in “other fields” than 
just those of monetary stabilization and 
international credit. 

5. Creation of a joint legislative-exec- 
utive commission to facilitate U. S. par- 
ticipation in international organization 
through effective intra-governmental co- 
operation. Representatives of industry, 
labor and agriculture should be invited 
to participate in the commission’s delib- 
erations, the committee said, “so that 
the best developed and most fully sup- 
ported proposals can be given immedi- 
ate and thorough consideration.” 

6. Establishment of a special section 
within the framework of the world eco- 
nomic organization “where representa- 
tives of the nations would meet and 
work out agreements assuring the most 
rapid and useful scientific exchange,” 
this country to be represented by “a 
scientific agency (which) would make 
available to the U. S. government and 
industry as rapidly and as fully as pos- 
sible the scientific advances being made 
abroad.” 

7. In connection with point No. 6, re- 
vision of present laws so as to require 
that any discovery originated abroad be 
licensed to any American producer who 








New Surplus Bidding Plan 
Authorized by Treasury 


NPN News Bureau 

WASHINGTON—A new - system 
was inaugurated last week by the 
Treasury Department’s office of sur- 
plus property which discontinues the 
practice of automatically sending in- 
vitations to bid. 

A “Surplus Reporter” is.to be issued 
from each regional office at regular 
intervals. This will advise firms on the 
Treasury's mailing list what the Treas- 
ury has to sell, the area in which ma- 
terial is located-and the general meth- 
od which will be used to sell it. 

Interested purchasers will then con- 
tact the regional office and indicate 
their interest. If disposition is to be 
made by invitation to bid, forms will 
be sent. If sale will be made by fixed 
price, negotiation or otherwise the 
prospective purchaser will be so ad- 
vised. 

Present mailing lists are being com- 
pletely revised and those on the re- 
gional mailing list are being sent a 
form to check and return for the in- 
formation they desire. 
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wishes to use it on a _ non-exclusive 
basis for payment of a reasonable roy- 
alty. For this purpose “foreign-orig- 
inated patents could be registered with a 
designated federal agency which would 
determine the amount of reasonable roy- 
alty after representations by the foreign 
inventor and the prospective domestic 
licensee. By international agreement the 
U. S. could arrange that this same 
agency represent American inventors 
abroad in securing foreign patents and 
collecting for them reasonable royal- 
ties.” 

8. Disposal of seized enemy prop- 
erty, excluding patents, with the pro- 
ceeds of sale to revert to the General 
Treasury to meet part of our war cost. 
Enemy-originated patents, however, 
should remain federal property and 
should be made available to all American 
industry through a system of general 
licensing. 

9. Implementation of international 
agreements by domestic enforcement 
measures. “When international agree- 
ment along these has been achieved,” 
the committee said, “the authority of 
the Department of Justice to prevent par- 
ticipation by domestic concerns in any 
kind of international cartel should be 
examined. If necessary, additional au- 
thority should be conferred by Con- 
gress.” 

Discussed and rejected by the com- 
mittee, in its report, were some of the 
many arguments that have been ad- 
vanced in support of the cartel system. 

Discussing the argument that we 
would be excluded from foreign mar- 
kets if we did not join cartels, the com- 
mittee said that the opposite was true, 
pointing out that American industry “in 
the past has voluntarily excluded itself 
from foreign markets by virtue of its 
membership in cartels.” 

As for the idea that cartel agree- 
ments would assume the character of 
cooperative action among nations if pub- 
licly registered or subjected to govern- 
ment scrutiny, the committee asserted 
bluntly: “They would not. Mere regis- 
tration would not endow them with a na- 
tional character. Only agreements among 
national governments provide the frame- 
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work for genuine international coopera- 
tion.” 


Again, it said that a cartel system 
“dominated by American or British in- 
terests would eventually produce the 
same undesirable results as the one ex- 
ploited by the Germans. It would jeop- 
ardize peace and jobs in the postwar 
world and soon bring us face to face 
with the possibility of a third even more 
destructive world war.” 


Referring at length to the measures 
that should be directed against’ Ger- 
many and the German industrial group, 
which it described as the “mainstay” of 
the cartel system, the committee report 
said the Germans have begun even now 
“to pursue a strategy which they found 
successful a quarter century ago. 


Prepare for Third War 


‘They are already deploying their 
economic reserves throughout the world 
in preparation for a third attempt at 
world domination,” the report said. 
“They plan to resume the old com- 
mercial pattern which served them so 
well. We must insure that in the de- 
feat of Germany the economic forces of 
iggression will be forever eliminated 
along with the military forces . . . The 
democratic nations must not again be 
misled into believing that German in- 
dustry is politically ‘neutral,’ or that 
German aggression is the preoccupation 
solely of political fanatics.” 


Measures advocated by the committee 
as a means of crushing these “economic 
forces of aggression” include the taking 
over, by an international authority, im- 
mediately after military victory, of the 
economic controls formerly held by Nazi 
cartelists. 


Would Move Arms Plants 


Another would be to dismantle and 
remove to the devastated areas of Eu- 
rope all of Germany’s primary indirect 
munitions industries, including — the 
metallurgical and chemical industries. 


A third, the committee added, should 
be to “analyze thoroughly German in- 
terests abroad, in order to obtain a com- 
plete inventory of German property, par- 
ticularly holdings whose true ownership 
has been masked through the instrumen- 
tality of Swiss, or Dutch or South Amer- 
ican companies.” 


“Then”, it continued, “all German 
property in the United Nations, including 
the liberated nations, should be confis- 
cated, and Nazi cloaks and collaborators 
divested of their holdings and their man- 
igement powers. 


“With reference to so-called neutral 
companies, the Allied Military Commis- 
sion, having determined the extent of 
German ownership, should by decree as- 
sume ownership of stocks; it should re- 
quire neutral nations to turn over the 
management of these companies to the 
United Nations or otherwise give assur- 
ince that they have been completely 
purged of Nazi interest and control.” 
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Big and Little Inch Net $78,000,000 Yearly 


On Basis of Statistics Furnished by Jones 


NPN News Bureau 

WASHINGTON—On the basis of 
hitherto secret operating statistics re- 
leased this week by Secretary of Com- 
merce Jesse Jones, it appears that De- 
fense Supplies Corp. is making a_ net 
profit of about $78,000,000 annually on 
present operations of the Big and Little 
Big inch pipelines to the East Coast. 

However, while stating that the pipe- 
lines “are just one part” of DSC’s pro- 
gram to “equalize” costs of transport- 
ing crude and products to the East, Mr. 
Jones did not make clear whether re- 
funds for “excess” transportation costs 
by the two lines are made directly to pur- 
chasers or through claims filed under 
DSC’s “compensatory adjustments plan.” 

If such refunds are being made directly 
to purchasers—and entirely outside the 
workings of DSC’s “compensatory ad- 
justments” plan—the annual government 
“take” on the two oil carriers is about 
$36,000,000. 

Mr. Jones also remarked that in his 
opinion the two lines will be competitive 
with tankers in the post-war era. On this 
score he said: 

“These pipelines should be able to 
operate after the war in competition with 
ocean tankers and other transportation 
facilities for moving petroleum and pe- 
troleum products from the Southwest to 
the Eastern seaboard, and it should be 
possible to sell the lines to private in- 
dustry with reasonable allowance for 
depreciation.” 

On Big Inch, following statistical in- 
formation was supplied by Mr. Jones: 

Capital cost (cost of pipeline, right- 
of-way and necessary buildings )—$77,- 
112,000; operating costs—gathering cost 
and cost of transporting crude to Long- 
view, Tex., 23c per bbl.; operating cost 
for transporting crude through line from 
Longview to New York, approximately 
8c per bbl.; depreciation and amortiza- 
tion of investment in 20 years, including 
interest on working capital, approximate- 
ly 7c per bbl.; total operating cost, 38c 
per bbl. 

As of Sept. 30, 1944, crude deliveries 
to Norris City, Ill., before eastern leg 
was completed, Mr. Jones reported, 
totalled 44,951,946 bbl. while deliveries 
to the East Coast since completion of the 
line have totalled 110,726,371 bbl. 

The statistics given by Mr. Jones for 
the 20-in. products pipeline were: 

Capital cost (cost of pipeline, right-of- 
way, and necessary buildings )—$65,654,- 
000; operating costs —to deliver prod- 
ucts to line, 0.4c per bbl.; to transport 
products through line from the Gulf 
Coast to New York, 10.6c per bbl.; de- 
preciation and amortization of the in- 
vestment in 20 years, including interest 
on working capital, approximately 13.3c 
per bbl., total operating cost, 24.3c per 
bbl. 

Total product deliveries through the 
line totaled 37,400,945 bbl. as of Sept. 






30, Mr. Jones said. 

“The pipelines,” Mr. Jones stated, “are 
just one part of the overall program oper- 
ated by DSC to equalize the cost of 
transportation on all petroleum and petro- 
leum products moved to the eastern sec- 
tion of the United States so that each East 
Coast refiner and marketer obtains his 
crude oil and products at the same de- 
livered cost regardless of the method of 
transportation used. 

Part of Subsidy Program 

“In selling crude oil and products at 
the eastern end of the lines, DSC adds 
80c per bbl. to the posted field price 
of crude oi! and 65c per barrel to the 
refinery price of the products. However, 
since the transportation costs on sub- 
stantially all crude oil and _ products 
moving to East Coast destinations are 
equalized, the amount of the increment 
added to the purchase price of petroleum 
transported through the pipelines is im- 
material.” 

From Mr. Jones’ own statement, there- 
fore, it is apparent that DSC considers 
the two pipelines as an integral part of 
its East Coast oil transportation subsidy 
program and is using funds realized 
through their operation to help defray 
claims filed by oil companies for excess 
transportation costs. 





New Fords 2 Months After V-E 
Day Wins Support in Capital 


NPN News Bureau 
WASHINGTON—Automotive authori- 
ties here believe Henry Ford can make 
good his promise to have cars moving 
off the assembly line two months after 
V-E Day. They point out, however, that 
those automobiles—which will be Model 
A cars with few revisions—will be in- 
tended merely as a “stop-gap” measure 
until regular production gets underway. 
By confining initial production to 
“Model A” Fords, it is pointed out, the 
company will face no problem in obtain- 
ing machine tools—as it already has the 
tools needed for turning out the older 
model cars. Other automotive leaders 
have said that they could produce 1942 
model cars, nine months after V-E Day. 
No accurate estimates can be made as 
to how many cars may be produced after 
Germany's collapse, because there are 
many variables to consider: 

(1) Rubber will be needed in increas- 
ing quantities for truck tires on army 
trucks in the South Pacific; 

(2) It remains to be seen whether 
better quality gasoline will be made 
available for civilian use after V-E Day. 
If not, automotive production may be 
restricted by the industry, as lower-grade 
gasoline causes automobile engines to 
wear out faster; 

(3) Proposals that alloyed steel be used 
in producing cars after V-E Day are 
greeted with some misgivings by the au- 
tomotive industry, which says that many 
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Out To Pose for Photo 





“Injun Summer” sunshine and the presence in Washington of nearly all its officials, prompted the above photograph of 
PAW’'s Marketing and Distribution Division, taken this week at the south entrance of the New Interior Building. Gathered 
around Walter Hochuli, M & D division director, front row center, are: 
First row. left to right. Charles B. Moore, Chief, Motor Fuels; John F. Payne, Lucille Christopher, Roger Wilkinson, Assistant 
Director; Juliette Coury, Mr. Hochuli, Director: Roberta French, Robert W. MacMillan, Chief, Equipment; Kenneth Darling 
Chief, Fuel Oil; Joseph H. Ellender, Chief, Economics and Analysis; Howard Cooper, Chief, Lubes and Containers. 

Second row. Clifton G. Clarridge, Jr., Herbert Coons, Arthur J. Colbert, Charles H. Hawkins, Dorothy K. Schrepel, Josephine 
Lehmann, Marjorie J. Lane, Herman G. Fowler, Albert W. Roth, Chief, Manpower: James P. Ervin, Charles W. Grenz. 

Third row. Lawrence V. Shaughnessy, Fae Driscoll, Bernice M. Grzesiak, Mildred Parker, Michaelene M. Iwaniski, Margie L. 
Lundwall, Guyda Smith, John M. Doherty, John F. Klar, Ruth C. Gatoff, Valborg Reindal. 

Fourth row. James W. Flood. Joseph H. Hammer, Bertha Maciejewski. Deloris Stevens, Seleta C. Edwards, James W. Carter, 
Jr., Evelyn M. Coffey, Alice M. Lewis, Joseph E. MacLoane, Theresia Szabo. 


Fifth row. Harold J. Barton, Frederick Zengel, attorney: Tressie M. Wyscaver, Bruce H. Clary. Wallace E. Avery. assistant chief 


counsel; Rudolph A. Heller 





tests will have to be run to determine 
the effectiveness of alloys in civilian cars. 
Alloys have been used in trucks, but not 
in passenger cars. 

(4) The price of the first cars off the 
assembly line after V-E Day may be ex- 
cessive—possibly as high as $1,800 for 
“popular models”’—due to high labor 
costs. This may restrict the market for 
cars, despite increased wartime purchas- 
ing power. 





Container Machinery Rules 
Are Relaxed by WPB 


NPN News Bureau 

WASHINGTON — Manufacturers of 
machinery for making oil drums and oil 
cans and other containers may now ac- 
cept unrated orders and make delivery on 
such orders, WPB announced this week, 
as result of revocation of L-332 (General 
Industrial Equipment). Sole qualifying 
provision is that acceptance of unrated 
orders must not interfere with delivery 
of rated orders on hand. 

WPB said it revoked L-332 because it 
had outgrown its usefulness, since manu- 
facturers of container machinery are now 
accepting unrated orders through the 
operations of Priorities Regulation 24. 

Removal of the rating floor is not ex- 
pected to result in any substantial in- 
crease in present backlog of unfilled 
orders, WPB said, but does mean that 
manufacturers no longer need a rating of 
AA-5 for delivery of container machinery 
and will not be required to continue filing 
monthly operations reports. 

Container machinery affected by the 


WPB order includes such items as bag- 
making machinery; metal can and drum- 
making machinery; paper can, tube, box 
and carton-making machinery; cap and 
crown-making machinery; and can, jar 
and bottle-capping machinery. 





Secrecy Is Partially Lifted 
On Petroleum Statistics 


NPN News Bureau 
WASHINGTON—Partial lifting of the 
secrecy lid clamped down on reporting 
of vital petroleum statistics in April 
1942, when submarine sinkings of tank- 
ers were at their height, was disclosed 
this week with publication of A.P.I. re- 
port of refinery operations for week end- 
ed Nov. 4. (See p. 50). 

For the first time since security re- 
quirements impelled PAW to impose the 
ban, the A.P.I. report gives a break- 
down of totals for the five refinery dis- 
tricts which are included in PAW Dis- 
tricts 1 and 3. Up to now, totals had 
been consolidated at the request of 
PAW. 

Lifting of the ban applies also to the 
monthly petroleum statement of the Bu- 
reau of Mines, effective with forthcom- 
ing report on November operations. 

However, the bureau will not resume 
separate reporting of aviation gasoline 
production and stocks, nor will it pub- 
lish import and export figures. P.I.W.C. 
had requested that ban on publication of 
import and export figures also be lifted, 
but PAW was unable to obtain consent 
of a joint committee on security in the 
Budget Bureau. 


Pacific Coast Shows Increase 
In Supply and Deliveries 
NPN News Bureau 

W ASHINGTON—Pacific Coast petro- 
leum supply and deliveries showed in- 
creases in September of 17,000 b/d and 
19,000 b/d respectively, the Bureau of 
Mines announced this week. 

Total supply of 965,000 b/d exceeded 
total deliveries of 902,000 b/d by 63,000 
b/d, which was the amount added to 
storage. Stocks of each principal product 
increased, larger increases occurring in 
fuel oil stocks (39,800 b/d) and crude 
oil (18,300 b/d). Fuel oil supply was up 
47,000 b/d during September while de- 
liveries increased 33,000 b/d. 

No estimate is available for domestic 
demand, but total demand for the prin- 
cipal products and for all products in 
September, 1943, and August and Sep- 
tember, 1944, is shown below. 

TOTAL DEMAND 


(Thousands of b/d) 


Sept. Aug. Sept. 

1944 1944 1943 
Gasoline 323 329 331 
Gas Oil & Diesel 65 63 74 
Heavy Fuel Oil 382 349 464 
All Products 902 883 992 





Navy Seeks Elk Hill Funds 


NPN News Bureau 
WASHINGTON—The Navy Depart- 
ment this week asked Congress that it be 
voted authority to spend $400,000 out of 
already appropriated funds to acquiré 
certain leasehold interests in Naval Pe- 
troleum Reserve No. 1, in California. In- 
terests cannot be terminated, Congress 
was informed, “except by condemnation 
or purchase.” 
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Ickes Squelches Hopes of Fuel Oil Ration Boost; 


Says Gain in Tankers "Has Not Materialized' 


NPN News Bureau 

WASHINGTON — PAW Ickes this 
eek took official note of the recent 
New York Times report that fuel oil ra- 
on increases could be expected next 
ionth or early in 1945, describing the 
tatement as “unfounded and regret- 
ible.” 

In his explanation of the improbabil- 
ty of higher fuel oil rations, Mr. Ickes 

vealed that the “substantial” return 

f ocean-going tankers to the Gulf 
Coast-East Coast run, which PAW had 
xpected, has not materialized to the 
xtent anticipated. 

Meanwhile, it was learned that an ad- 
litional 1,200,000 bbls. of distillate and 
500,000 bbls. of kerosene would be 
ieeded to increase the fuel oil coupon 
alue from 10 gal. to 11 gal. in PAW 
Dists. 1 and 2 during Period 2 of fuel 
il rationing. Period 2 starts on Dec. 
[8 and lasts through the middle of Jan- 
uary. There seems to be unanimous 
pinion that there is no hope at all for 
increased fuel oil rations in the Pacific 
Northwest. 


Recalls ‘Tipoff 


Mr. Ickes’ statement on the fuel oil 
uutlook read, in part: 

“These statements, published in New 
York, were to the effect that more lib- 
eral heating oil rations were warranted 
because storage tanks in the East are 
full, and because the output of fuel oil is 
steadily increasing, even beyond the ad- 
mittedly growing military requirements. 

“It was said that the ‘tipoff? to the 
situation was seen when the Petroleum 
Administration announced that house- 
holders who had converted to the use of 
coal might reconvert to the use of oil. 
Further, these statements argued, the 
PAW appeal to householders to order 
their supplies early was interpreted as 
proof of the ‘high level of storage’ in the 
Fast. 

“Finally, readers of the statement 
were warned that, although increased 
rations would be justifiable, PAW might 
delay them by a policy of ‘extreme cau- 
tion.’ 

“In refutation of these statements, I 
should like to cite the facts, and to re- 
mind again that only the PAW has all 
f the facts, including the figures on fu- 
ture military demands, which are ob- 
viously not publishable. 

“First—It is true that stocks of heat- 
ing oil in the East are now 3,500,000 
barrels higher than they were at this 
time last year, and that stocks in the 
Midwest are 1,000,000 barrels higher. 

“Second—It is also true that require- 
ments, present and forthcoming, are 
higher than they were last year, partic- 
ularly military requirements. 

“Third—It is true, further, that we 
ire facing a transportation situation that 
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may become very tight before the win- 
ter is over. 

“Fourth—Because of the increased re- 
quirements, and because of the threat- 
ening transportation trouble, our best 
estimate is that supplies will be no more 
than enough to meet military demands, 
plus civilian requirements on the present 
ration basis.” 

Concerning the transportation situa- 
tion, Mr. Ickes pointed out that approxi- 
mately 12,000 of the tank cars that had 
been serving the East Coast have had 
to be transferred to other services, and 
that, in addition, many additional tank 
cars have had to be diverted to East 
Coast military service. The effect of this 
reduction in East Coast tank car avail- 
ability has been aggravated, he added, 
by the fact that “assistance from ocean 
tankers has not materialized to the ex- 
tent expected.” 

“We had hoped to have substantial 
ocean tanker capacity available for ser- 
vice from the Gulf Coast to the East,” 
he said. “However, the military has 
made heavy demands on all transporta- 
tion facilities, because of stepped up op- 
erations, and the indications now are 
that there will not be enough tankers 
available to us to meet the programmed 
civilian movement. 

“All in all, there is just no basis for 
unrestrained optimism as to the heating 
oil outlook at this time. I admit that 


PAW is ‘cautious.’ Moreover, we will 
continue to be. We have not forgot- 
ten the narrow margin by which we got 
through the winter of 1942-43. We do 
not care to see lines of people waiting 
for fuel in Boston again, or to see New 
York Harbor down again to a few hours’ 
supply. 

“The reason for urging householders 
to fill their tanks early was, first, that 
the military had taken over much of 
the storage space formerly available for 
civilian supplies, and, second, that short- 
ages of drivers, and, in many cases, 
heavy-duty tires for trucks, may make 
delivery difficult later in the winter. 

“Just as soon as it is possible to make 
larger supplies of heating oil available, 
we shall do so. We want to see people 
have all the oil they want. We want 
to see fuel oil supplies and dealers do 
But we certainly 
cannot liberalize rations when there are 
so many unpredictable factors.” 


more business, too. 





Midwest Fuel Oil Index 10% 


NPN News Bureau 
CHICAGO — Fuel oil index, re- 
leased by OPA, shows that not more 
than 10 per cent of the total yearly 
allotments of fuel oil should have been 
consumed by Chicago householders to 
date. Following are fuel oil index fig- 
ures for other cities in the Middle West: 
Peoria, 11 per cent; Springfield, 8 per 
cent; Carbondale, 9 per cent; Milwaukee, 
10 per cent; Madison, 11 per cent; Green 
Bay, 12 per cent; and Davenport, 9 per 
cent. 





Air Parley Still Deadlocked 
On Authority's Powers 
NPN News Bureau 

CHICAGO—Forty-nine nations mark- 
ed time this week waiting for three 
Allied powers to reach a decision on 
an interim pla for world air transport 
operation. Rumors that the success or 
failure of the conference depends on 
reaching of an agreement soon between 
the United States, Great Britain and 
Canada, who have been holding out 
for their individual policies since short- 
ly after the opening of the conference 
Nov. 1, circulated freely among the 
delegates. 

The U. S. continues to hold out for 
open competition and open skies with 
any international air authority limited 
in its control to researcn and technical 
activity. Great Britain demands that the 
proposed air authority have the power 
to establish routes, divide air passen- 
gers and in other ways maintain tight 
control of the international airways. 
Taking the middle road, Canada calls 
for an air authority embodying the 
regulatory and advisory power of both 
the American and British proposals. All 
agree that once a decision is reached 
it will be limited to an executive agree- 
ment rather than a treaty. 

The interim council would function 


only from the conclusion of the con- 
ference to -the ratification of a perma- 
nent agreement sometime after the war. 


DEATHS 


M. M. Sanderson 


CHICAGO—M. M. Sanderson, former 
president and general manager of the 
Warren Lubricant Co., Buffalo, N. Y., 
died here last week at the home of his 
son, W. B. Sanderson. Burial was in 
Eau Claire, Wis. 








Mr. Sanderson, a pioneer in the oil in- 
dustry, was 85. He was known to a 
host of friends, and many in the oil in- 
dustry, as the “King of Grease”. 

He is survived by another son, M. G. 
Sanderson, Chicago, former western man- 
ager of the Warren Lubricant Co. in 
Chicago area, and two daughters. M. G. 
Sanderson is the only member of the fam- 
ily still engaged in grease making. 


Mrs. C. C. Brown 


TULSA — Mrs. C. C, Brown, wife 
of the PAW Dist. 2 Director of Produc- 
tion at Chicago, died here Nov. 11, fol- 
lowing a long illness. 
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Washington— 


WASHINGTON — What the re-elec- 
tion of President Rooseveit means to 
the oil industry became a_ subject of 
prime speculation here this week, with 
no one completely sure just what to 
expect. 
three 
things, however, 
seemed fairly cer- 
tain, involving as 


Two or 


they do matters of 
past policy which 
the Administration 
now may well con- 
tend, in the light of 
the election results, 
have won the com- 
plete endorsement 
of the American peo- 
ple. 

One was that the 
Justice Department 
would step out more vigorously than ever 
to wage unrelenting war against alleged 
violators of the anti-trust laws. 

Another was that the Treasury De- 
partment would renew its efforts to ob- 
tain repeal of the 274 per cent deple- 
tion allowance as soon as Congress gets 
around again to considering tax legisla- 
tion. 





Mr. Yocom 


And a third was that there would be 
no yielding in the Administration’s re- 
sistance to a general price increase on 
crude oil. 

What the fourth New Deal term may 
portend otherwise for the industry comes 


What Election Returns Mean to the Oil Industry 


under the heading of sheer guesswork 
—the New Dealers themselves are drop- 
ping no hints. 

2 S 2 

The question of the Administration 
attitude with respect to the Anglo- 
American oil agreement is one matter that 
is being widely discussed in industry cir- 
cles here, with some expressing the be- 
lief that the election results may inspire 
the Administration to seek ratification of 
the pact in substantially its present form, 
the contrary views of the industry not- 
withstanding. 

These individuals claim to have found 
some support for this belief in a press 
conference statement this week by Sec- 
retary Ickes that he was “perfectly sat- 
isfied” with the agreement as now writ- 
ten and would continue to be “unless it 
can be prove to me that it can be bet- 
tered or strengthened.” 

As to the reception he will give the re- 
visions that are to be suggested to him 
next month by PIWC, Mr. Ickes said 
only that he would “wait until that mat- 
ter comes up to me and then take a look 
at it and see where we stand.” 

2 o @ 

As to when the Senate Foreign Rela- 
tions Committee will get around to con- 
sidering the oil agreement, there is a 
feeling here that the matter will be de- 
layed somehow until the new congress 
convenes Jan. 20. If this happens, then 
that will be all to the good so far as 
the Administration is concerned, for the 
reason that the committee membership 


—By Herbert Yocom 


will undergo rather extensive change 
that time. 

No less than five senators, generall 
classed as “isolationist” in their view 
point, will be missing from the commi 
tee lineup. Sen. Reynolds, of Sout 
Carolina, didn’t seek re-election, whil 
Senators Gillette, of Iowa, Clark, of Mi 
souri, Nye of North Dakota, and, appa 
ently, Davis of Pennsylvania, lost o1 
either at the primaries or in the ge: 
eral election. In general, their succ: 
sors incline to the internationalist vie. 
point and may be expected, therefore, + 
play along with the Administration 
matters of foreign policy, including tl 
oil agreement. 

e & e 

Outside of the Senate Foreign Rela 
tions Committee, the new congress will 
find few new faces on committees with 
which oil men customarily have to dea 
The Maloney National Oil Policy Com 
mittee emerged from the election wit! 
its membership intact, while the House 
Interstate Commerce Commission loses 
only a single member, Rep. Martin J. 
Kennedy, of New York. Gone from th 
House, however, will be Rep. Wesley E 
Disney of Oklahoma, who championed 
the cause of the depletion allowance in 
the Ways and Means Committee for so 
many years. 

7 ; % 2 ® 

One outgrowth of the war may be 

the establishment of the Army’s Fuels 


(Continued on p. 48) 





Atlantic Coast— 


NEW YORK—Once again the ques- 
tion of fuel oil supplies in Dist. 1 is being 
debated, with “informed” sources being 
quoted as predicting an early increase in 
domestic rations and the rumor being 
promptly contradicted by PAW spokes- 
men. From this van- 
tage point, it looks 
as if the rumor was 
wrong and PAW 
right. 

It was pointed out 
in this column in 
NPN of Oct. 25 that 
although some __ in- 
dustr y representa- 
tives were hopeful 
of an easing in the 
fuel oil situation, 
that belief was con- 
tradicted by expert 
estimates which in- 
dicated that there might actually be a 
danger of a shortage in this area over 
the next few months. 

Last week the New York Times pub- 
lished a highly optimistic survey which 
indicated the possibility of imminent in- 
creases in fuel oil rations to householders. 
The same day this story appeared, PAW 





Mr. Glassey 
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PAW Contradicts Rumor of More Fuel Oil in 


headquarters here issued a statement de- 
scribing the “hints” published in the 
Times as “wholly unfounded.” 

“The published report,” the PAW an- 
nouncement continued, “which indicated 
that increased rations might be expected 
as a result of ‘capacity’ supply on the 
Eastern seaboard and other factors is 
misleading and raises false hopes, inas- 
much as the fuel oil program, as it now 
exists, holds no such promise for con- 
sumers. 

The PAW spokesman added that the 
scheduled program for Dist. 1 “indicates 
that by Dec. 31 of this year the inventory 
of fuel oil in the 17 East Coast states will 
probably be approximately 1,500,000 
barrels less than it was Dec. 31, 1943.” 

The statement pointed out that while 
PAW has no jurisdiction over actual ra- 
tioning, nevertheless OPA’s program is 
based on PAW recommendations as they 
relate to production and supply of petro- 
leum products. The inference was 
strong that PAW has no intention of 
recommending an increase in fuel oil 
rations in the near future. 

It will be recalled that so-called “ex- 
pert” estimates quoted in NPN forecast 
that residual stocks, next March 31, will 


Dist. 1 —By Frank P. S. Glassey 


be about 60 per cent under those of a 
year earlier, and will be at least 1,000,- 
000 barrels under the all-time low estab 
lished in 1943. 

PAW calculates current demand for 
fuel oil in this district at 6 per cent above 
last year, partially because of a greater 
use of Diesel locomotives by eastern rail- 
roads and partially because of “unwat 
ranted liberality” exercised by some local 
ration boards. PAW believes there is “no 
more reason” for OPA ration boards to be 
more liberal in issuing coupons to house- 
holders than for an increase in the value 
of unit coupons from ten gallons to eleven 

PAW agreed that fuel oil is being 
stored in a larger number of central sup- 
ply terminals than a year ago, but said 
that this was more than offset by a dis- 
inclination on the part of many dealers 
to fill their own tanks earlier in the yeat 
The PAW spokesman said that the stor- 
age situation in the more than 500 central 
supply terminals in Dist. 1 is a bottl 
neck which can best be relieved if house- 
holders fill their own tanks immediately 

It was emphasized by PAW that the 
faster the oil now in central terminals is 
absorbed by dealers’ storage tanks and 
then goes into homes, the more fuel oil can 
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Rofloctod by APN Writers at Thre Vital Points 





e brought into the district before bad 
veather hampers shipments. As has been 
yreviously pointed out here, however, 
little incentive for the 
econdary supplier to fill his tanks in early 
all. : 

With ceiling prices effective, he has 
een offered no price reduction, and no 
to enable him to meet carrying 
harges involved in early buying. 


here has been 


plan 


2 oO o 


Hopes for post-war internal harmony 
in the oil industry were brightened this 
week when it appeared that within a 
short time every primary supplier in Dist. 
| will have joined the DSC pool. There 
have been a few notable abstentions in 
the past, but it now looks as if they will 


come within the fold. If this occurs, it 
should have the effect of building a firm 
foundation for reconversion to normal 
operations. 

2 2 2 


More About Automobile 
of Tomorrow 


Here’s another industrial forecast re- 
garding the automobile of tomorrow. 

Radio Corp. of America visualizes cars 
which will be crash proof, rust proof and 
silent; auto bodies made either of light 
metals or structural plastics, cutting the 
average car weight by half. 

The car will have a four-cylinder en- 
gine equalling the performance of the 
current eight-cylinder motor. Engine- 


cooling systems will be sealed and en- 
gines will be air-cooled. The motorist 
will get fifty miles to the gallon through 
the use of high-octane gasoline. 


oO Q Oo 


Within a few months, if present plans 
materialize, it is believed that tank cars 
and barges will be at least temporarily 
eliminated as a transportation factor so 
far as East Coast civilian oil supplies are 
concerned. The program now under con- 
sideration calls for the addition of 40 
tankers to the fleet of about 65 now serv- 
ing this area. It is considered probable 
that this fleet, plus the Big and Little 
Inch, will make the use of tank cars and 
barges unnecessary in Dist. 1. The tank 
cars may be diverted to Dist. 2 and other 
short-haul points. 





Midwest— 


MEMPHIS—An upward adjustment in 
refined products prices to compensate for 
iny increase in crude oil price that may 
be granted by OPA or any other authority 
is definitely the desire of the independent 
il producers of the country, according to 
Ralph TT. Zook, 
President, Indepen- 
dent Petroleum Asso- 
ciation of America, 
leading advocates of 
a crude 


price in- 

crease. 
L. B. av Ate 
fought hard for a 


crude oil price in- 
crease to offset high- 
er operating costs, 
and during the long 
battle their stand on 
a compensating ad- 
justment in products 
prices has become clouded, at least here 
in the Midwest. 





Mr. Lamm 


The many jobbers and refiners we have 
talked to recently had the impression that 
all I. P. A. A. wanted was a crude price 
and that any mention of in- 
creasing products was merely an after- 
thought that could be worked out later, 
ind it was difficult for us to see how 
that could be done as stated in this col- 
umn on Nov. 1. Mr. Zook advises that 
iny such impression is contrary to the 
facts, and that I. P. A. A. has been con- 
sistent in its appeal for price increases on 
both crude and products. 


increase 


When the Disney Bill was introduced 
in Congress, it originally contained pro- 
vision for adjustment of product prices 
to match the increase in crude oil prices 
isked for, but before the bill was finally 
passed by the House, the product price 
ncreases were eliminated: Rep. Disney 
told the writer and half-dozen oil men 
during the marketers convention at Peoria 
while his bill was before the House that 
‘they asked me to eliminate the increase 
in product prices.” There was no ex- 
planation of the word “they”; but Mr. 
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|.P.A.A. Reiterates Stand on Crude, Products 


Zook tells us that it does not apply to 
J. P. A. A., for that association opposed 
the move and will continue its consistent 
policy of battling for an increase in prices 
of both crude and products. On that 
basis, independent refiners, jobbers and 
distributors can lend their support to the 
move for an increase in crude oil prices 
without fear of a dip into their pockets. 

All of which ou!y enyphasizes the need 
for closer co-ordination between the vari- 
ous branches of the oil industry. Inde- 
pendent Refiner T. M. Martin, executive 
vice president of Lion Oil Refiniag Co., 
El Dorado, in an address before Arkansas 
Independent Oil Marketers Assn. in Little 
Rock last week, stated it this way: 

“T think it is well to again stress the 
need for more and more fraternity and 
brotherly love, as we call it, among in- 
dependent oil men. I don’t mean by 
that that we haven’t much in common 
interest with the majors, for we have. 
But as a group we are the same breed 
o’ cats and we must band together tighter 
than ever. We must lock arms in such 
a way that no one in Washington or 
anywhere else can break the hold.” 

The lesson learned in dealings with 
governmental agencies and bureaus, he 
said, is that as a group, solidly behind 
an issue, “we are not only listened to, 
but we are catered to and sought out. 
But as an ordinary individual, we bounce 
off like a rubber ball, ... .” (Story p. 14). 

° o ° 

An Arkansas jobber tells this one about 
competition in the field: “I had a gaso- 
line pump at a tire store in a small 
town. A _ big tire company salesman 
called upon my customer and told him 
that he had better throw out that pump 
and take on the products of the oil com- 
pany he was hooked up with or the store 
manager would lose his tire contract. The 
switch required the dealer to purchase 
$2200 worth of equipment.” 

Q o o 


One source of cut price competition in 
oil marketing is expected to come from 


Increase —By Earl Lamm 


petroleum haulers who have become es- 
tablished during the wartime shortage of 
transportation. It’s not likely that the 
incompetent operators among them will 
want to junk their trucks when keen mar- 
keting competition forces oil companies 
to buy their own transports. 

So, instead of selling or discarding their 
transports and discontinuing business, the 


for hired haulers probably will start 
selling petroleum products direct to 
farmers and other consumer accounts 


along the way. Since these haulers are 
interested only in a transportation profit 
and not a marketing profit, they are like- 
ly to indulge in price cutting. One so- 
lution to the situation would be for the 
oil company to buy the hauler’s trans- 
port—with a profit on both ends of the 
deal. 


Post-War Marketing Plans 
Being Made 


Calling the turn on postwar marketing 
is an intriguing game at many confiden- 
tial fireside chats all over the Midwest 
right now. Marketing territories assigned 
to individual jobbers, bulk plant man- 
agers, districts and divisions are under- 
going shifting. Borders of some terri- 
tories are be ng blown up | k> balloons 
in expansion for development and man- 
agement, while others are being sucked 
in smaller for more intensified combing. 
The judgment of major company sales- 
managers and independent refiners as to 
the size of the sales territory each op- 


erator can handle with success hangs 
in the balance for trial and error. 
The major company subsidiary cor- 


poration idea probably will be exploited 
further in instances. One such 
sales organizational set up has just had 
its sales territory doubled in size. 

The somewhat unusual arrangement is 
a 50-50 proposition. The major com- 
pany organized a small subsidiary cor- 
poration and sold half the stock to two 
jobbers, subject to an agreement for dis- 

(Continued on p. 48) 
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Re-elected officials of Arkansas Independent Oil Marketers Assn.: (Seated left to right), A. V. Rhea, Sr. vice-president; R. H. 


Green, secretary-treasurer: George Haering. president. 


(Standing) vice-presidents C. K. Elliott, W. F. Smith, R. G. Johnson, 


M. E. Massie. C. P. Tollison and George H. Williams, vice presidents, were absent when picture was taken 


Arkansas Assn. Marketers Discuss Group Buying Setup 


First Birthday Celebration of Association Hears Ways To 
Meet Public’s Demands in Postwar Era 


By Earl Lamm, 
NPN Staff Writer 

LITTLE ROCK, ARK.—Arkansas In- 
dependent Oil Marketers Assn. celebrat- 
ed its first anniversary since reorganiza- 
tion at the fall meeting held at the Al- 
bert Pike Hotel here Nov. 9. About 60 
jobbers and a dozen suppliers made up 
the attendance. 

The association is a lusty yearling 
with active planning behind it. Leaders 
who guided it through its first year of 
rebirth were unanimously re-elected for 
another term. They are: 

President, George A. Haering, Haer- 
ing-Vance Oil Co., Shell jobbers at Hot 
Springs; Senior Vice-President A. V. 
Rhea, Baker Oil Co., Little Rock, and 
Secretary-Treasurer R. H. Green, Green 
Oil Co., also of Little Rock. In addition 
there are half a dozen other vice-presi- 
dents, who take an active part in lead- 
ership and direction, assisted by eight 
directors and an executive committee. 

Due to the emergency of wartime 
operations, the business session, speeches, 
banquet and pleasure were all com- 
pressed into a one-day meeting. The 8- 
man executive committee, however, 
meets on the second Thursday of each 
month, and President Haering suggested 
that members who make monthly trips to 
Little Rock on other business, plan to 
attend the committee meetings where 
current problems are threshed out. 

At the morning session of the conven- 
tion Nov. 9, Secretary Green gave the 
National Council of Independent Petro 


14 


leum Assns., of which Arkansas is a 
member, a share of the credit for ob- 
taining the “sc extra margin on Ethyl 
when the octane reduction last summer 
was followed by OPA reducing refinery 
prices. 

Mr. Green also pointed out that the 
trend of the times, especially postwar, 
is toward mass buying of almost every- 
thing, and that individual jobbers look- 





T. M. Martin, executive vice-president, 

Lion Oil Refining Co., El Dorado, sug- 

gests that jobbers in Arkansas “Get 
Ready for What's Coming.” 


ing for tires, batteries, accessories and 
allied lines of merchandise, such as 
radios, refrigerators and deep-freeze 
boxes could hardly get a look-in when 
approaching manufacturers. However, 
the experience of the jobbers was dif- 
ferent when a committee from the Ar- 
kansas association called on manufac- 
turers in St. Louis, Chicago and other 
cities and talked group buying for all 
oil jobbers in the state. The association 
plans to set up a professional purchas- 
ing organization to do the buying, with 
the merchandise, at least in the begin- 
ning, being distributed through a bonded 
warehouse. It has not been decided 
whether petroleum products will be in- 
cluded in the group buying. 

In outlining the general trend toward 
mass buying, it was stated that Macy’s 
ind the May Co., large department 
stores, saw the need for combining their 
purchasing power, although their total 
sales are more than a million dollars a 
day Auto supply chain stores also do 
quantity buying through a purchasing 
company on spark plugs, batteries, etc. 

“How else than through group buy- 
ing, can independent jobbers meet the 
price situation?” Mr. Green asked. 

Transportation was declared an im- 
portant part of the cost of petroleum 
products, and mention was made of put- 
ting in two or three river terminals on 
the Mississippi as a means of group buy- 
ing, although no definite action was 
taken. 

Question of a change in the present 
state gasoline inspection law, which was 
called unsatisfactory, was discussed, and 
a procedure for action is to be worked 
out and presented to the state legisla- 
ture when it convenes in January. Pos- 
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.-- the steel drum is indispensable 


HEEM Steel shipping containers by the 
R millions are taking gasoline, oil, food, 
and many other supplies to the fighting 
forces on all battle fronts. Drums... when 
and where they are needed . . . that’s just 
one of the ways the Rheem nation-wide 
network of plants is helping to defeat the 
enemy. 

When war restrictions are lifted, Rheem 
will be ready to supply civilian industfial 
demands. For Rheem has been making 
more drums and pails during the past 
year than ever before. 
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located . Birmingham, Ala. 
at: Chicago, Ill. . 
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Back of the Rheem plants is a “know- 
how” of research, production engineering 
and manufacturing skill, teamed up to 
assure a container which will deliver your 
products safely. 


PUT YOUR PROBLEM UP TO RHEEM 


If your product, or your plans call for steel 
shipping containers of any size. . . light or 
heavy gauge... plain, lithographed or gal- 
vanized . . . or with baked protective lin- 
ings . . . look to Rheem for your answer. 
Call upon the nearest Rheem office or plant. 


Your product deserves the 
Protection of a Rheem Container 


RHEEM MANUFACTURING COMPANY 


Executive and General Sales Offices 
New York + San Frafcisco. + Los Angeles + Washington, D.C. 


Danville, Pa. Portland, Ore. 
Houston, Texas 


New Orleans, La. © 
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sibility of getting more than 1% loss 
for evaporation in payment of gasoline 
taxes was also taken up. A check of 
similar allowances by adjoining states 
shows the average’ is 2%, Mr. Green 
said in his report to the association, and 
it was felt that this change should also 
be asked of the legislature, so that oil 
companies will not be compelled to pay 
a gasoline tax on gallonage that evapo- 
rates into the air and is never used on 
the highway. 

At the afternoon meeting, W. F. Scar- 
borough, secretary, Oil Dealers Assn. of 
Arkansas, told of a number of bills due 
to come up in the January legislative 
assembly. Those of principal concern 
to oil companies are transfer of collec- 
tion of the 2% sales tax on new and 
used cars, trucks and buses from dealers 
to the state revenue department. The 
2% sales tax, he said, is likely to be 
amended to include 2% on all parts 
used in repairing cars, trucks and buses. 
A new system of fees on trucks and 
trailers, based on pay load, is also due 
to be worked out. Diversion of gasoline 
tax funds will probably be attempted by 
municipal and county officers, Mr. Scar- 
borough said. A permanent increase in 
wheel and axle loads on tire sizes under 
10x20, with special concession in sizes 
and weights to log haulers is another 
bill mentioned. 

Two other things in the legislative 
wind were given as an effort by labor to 
adopt the “Little Wagner Act” and a 
bill for a safety responsibility law. .The 
legislature will also be asked to memo- 
rialize Congress urging retention of the 
synthetic rubber industry under private 
operation. 

A little shifting of the convention pro- 
gram was necessary in order for T. M. 





Glen P. Thompson, (left) PAW Dist. 3 acting director, distribution and marketing, 
and H. E. Perkins, Tide Water Associated, Tulsa, speakers at Arkansas Indepen- 
dent Oil Marketers Assn. at Little Rock, Nov. 9. Photo snapped during intermission 
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Martin, executive vice president of 
Lion Oil Refining Co. at E] Dorado to be 
present for his talk, “Get Ready for 
What’s Coming.” His name was moved 
from the bottom to the top of the list of 
afternoon speakers. 

He told the jobbers that there is a 
growing belief among the country’s fore- 
most thinkers that America will prepare 
for what’s coming. A tendency to hold 
back the truth, he attributed to the need 
for military secrecy and the trend to- 
ward socialism. 

“America is not ready for socialism,” 
he continued, “and I think we have 
reached the point now, where the think- 
ing of our masses will swing the pendu- 
lum back in the other direction.” 

Economic conditions are different now 
than after World War I, he said, in 
predicting an era of prosperity such as 
never had been previously approached, 
with the United States the only country 
prepared to get full commercial benefit 
of reconstruction. 


Chemicals from Gas 


Localizing this view for the state of 
Arkansas, he suggested that the oil job- 
bers get behind a properly organized 
movement for the complete re-arrange- 
ment of the administrative system of 
educational facilities, state-wide, as 
sponsored by the Arkansas Public Ex- 
penditure Council, participated in by 
the State Department of Education and 
the Arkansas Education Association. An- 
other suggestion was to support a move- 
ment to “rearrange completely the in- 
effective and wholly unsatisfactory sys- 
tems” governing the assessment and col- 
lection of ad valorem taxes. 

He pointed out the necessity for de- 
veloping Arkansas’ boundless resources, 





which are competitive with Louisiana and 
Texas as regards the tax structure .and 
educational advantages. . Community 
property laws in those two states, he 
said, present a weighty argument for res- 
idence there. 

“It is necessary, I believe,” he con- 
tinued, “that we give more than just 
lip service to the encouragement . . . of 
industry of the type that will make or- 
ganic chemicals from natural gas, which 
we have in abundance and a large part 
of which may not otherwise find a mar- 
ket in peacetime, at least for a long 
while.” 

He listed as potential products me- 
thanol or alcohol, urea, bases for cer- 
tain plastics and stock feed, nitric acid, 
special resins, formaldehyde, ammonium 
nitrate, and other nitrogenous products 
used in mixed fertilizers. 

In getting ready for what’s coming, he 
predicted the war would change nearly 
everything and everybody, that it has 
planted the seed from which will eventu- 
ally come new ways of merchandising. 

“But I believe this is a matter of evo- 
lution,” he continued, “the same as the 
coming of the helicopter and the new 
automobile with the engine in the rear 
and the driver in a transparent plastic 
cage in front. I think we should not 
allow ourselves to be shocked into be- 
lieving that we will face something en- 
tirely new within a few days after the 
war is officially declared at an end.” 

He predicted that in wholesale and 
retail distribution of oil products and 
accessories, jobbers and marketers would 
pick up about where they left off when 
the war economy took hold. “I expect 
promiscuous equipment loaning, price 
cutting, quantity discounts and more and 
better looking courtesy cards,” he said. 

He expects jockeying for position to 
start as soon as price ceilings, rationing 
and other controls are removed. 

Mr. Martin touched on the co-op 
movement, which so far has not de- 
veloped to any great extent in Arkansas. 
However, he called it a subsidized move- 
ment, which has deviated from its orig- 
inal purpose so that co-ops now own 
crude oil production, refineries, distribut- 
ing facilities, grain elevators and pro- 
cessing plants of all types and designs— 
from packing houses, newspapers and 
printing plants to coal yards, insurance 
companies and undertaking establish- 
ments. 

There are no objections to co-ops in 
their original form, he said, but -con- 
cluded: “It is essential to the preserva- 
tion of the very life’s blood of all bus- 
and to the preservation of the 
American system, that we have legisla- 
tion which will compel the payment of 
federal income taxes by co-ops, on ex- 
actly the same basis provided for any 
other type of enterprise.” 

Glen P. Thompson of Houston, PAW 
district acting director of distribution 
and marketing, recounted the various 
PAW orders, directives and recommen- 
dations and said their present status 
warranted a definite upswing toward 
relaxation. He mentioned another pos- 


(Continued on p. 48) 
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**Official U. S. Navy Photograph’’ 


A safe voyage for the Invasion Armada required 
many types of protection from enemies in the air, on the sea, and under 
the sea, as well as the dread enemy of all times, a “Fire at Sea.” The 
latter danger is keenly recognized by the U. S. Navy, who has provided 
fire protection against hard-to-control oil and other hazardous fires with 
National Foam Fire Fighting Equipment. 


National Foam has repeatedly proved itself by quickly extinguishing 
serious oil tanker and other dangerous fires at sea and are extensively 
used by the U. S. Navy to help protect the fleet. 


For years, many oil refineries and industrial plants have been protected 
by National Foam Fire Fighting Equipment. Our engineers will gladly 
consult with you and recommend the type of equipment which will most 
effectively meet your needs, 
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National Tax 
Survey Charges Discrimination 
Against Private Business in 
Administration’s Policy 


Equality Assn. 


NPN News Bureau 

CHICAGO—The pyramiding growth 
of regional co-operative wholesales, su- 
per co-operatives and  super-super-co- 
operatives, topped by the International 
Co-operative Trading & Manufacturing 
Assn., a world co-op set-up to do busi- 
ness in 22 foreign countries after the 
war, is graphically shown by the research 
studies of the National Tax Equality 
Assn., in a preliminary report just com- 
pleted. 

This flourishing co-op ne recaemgge 
based upon the former simple farm co- 
operatives, N. T. E. A. points out, has 
been developed during the past 10 or 
12 years by reason of Federal Adminis- 
tration favoritism, principally in exempt- 
ing the co-ops from payment of income 
and excess profits taxes. 

A comparison of what happens to earn- 
ings of an income taxpaying corporation 
and 17 co-operative corporations shows 
that the co-ops paid 3% of earnings as 
dividends on stock, 28% cash patronage 
dividends and put the remaining 69% in- 
to capital investment and reserves, used 
in pyramid building. 


Results of N. T. E. A. Studies 


In commenting on the basic problem 
involved, N. T. E. A. stated results of 
their studies show: 

“1. That Federal tax subsidies, which 
have been given certain segments of 
business are discriminating against the 
American system of free enterprise and 
free markets, with a distinct threat to 
the continuance of the profit system. 

“2. That by both use and abuse pre- 
sent inequalities in taxation are seriously 
depleting the tax revenues of the na- 
tional government at a time when every 
available source of income is required 
to pay for the war and for the expense 
of government itself.” 


Depriving U. S. of Taxpayers 


In pyramiding themselves, the super 
and super-super co-operatives create little 
or nothing new. Instead, they are buy- 
ing out privately owned competitors, 
whose names are then automatically 
wiped off the Internal Revenue Depart- 
ment’s taxpaying list. In addition, many 
corporations, feeling the heavy drain of 
taxes, have an eager eye on the co-op’s 
green pasture of tax exemption, and as 
heavy taxes continue, the 
grows to jump the fence. 

N. T. E. A. predicts in a leaflet, “How 
to Avoid Paying Taxes”, that the move- 
ment toward tax freedom, through the 
loophole of Section 101 of the Internal 
Revenue Code, will be greatly accelerated 
in the postwar years. In a brief partial 
list of 23 companies or plants that have 
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Tax Subsidies to Co-ops Assailed as Threat to Profit System 
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47,000 PATRONS 


812,000 individuals OWN or patronize 2,385 local cooperative associations 


50,000 PATRONS 340,000 PATRONS 135,000 PAT RONS” 1'70,000 PATRONS 70,000 PATRONS 







Illustrating how tax-exempt pyramiding co-operatives got into the oil producing 

and refining business. Petroleum is one of the principal items to be handled 

by the International Co-operative Trading and Manufacturing Assn. in 22 coun- 
tries after the war 








gone the tax-exempt route either through 
purchase by co-ops or conversion from 
taxpaying corporations to tax exempt co- 
ops, are four concerned with petroleum— example how to turn a taxpaying stock 
the Globe refinery at McPherson, Kans., company into a tax-exempt co-operative, 
the National refine sry at Coffeyville, Kans., “thus,” says N. T. E. A. in reporting th 
the Cushing refinery at Cushing, Okla. situation, “setting itself (FCA) up in op- 
and the Petroleum Products Co. at position to the Treasury Department 
Chanute, Kans. which presumably is trying to raise money 
A new angle on competition between by taxes to pay for the war.” 
the numerous Federal agencies and bu- In illustrating how the co-ops pyramid 


reaus came to light with the October is- 
sue of The Farm Credit Administration's 
“News for Co-operatives”, which tells by 
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Everyone from John Q. Public to 
Joe Citizen realizes, somehow, that 
the transport truck lines are doing 
a perfectly thundering war job. 


But if most people are a mite vague 
about it, that’s no wonder. Even the 
experts are amazed at the whole 
story. For, by their service to com- 
munities large and small, the auto 

fleets are keeping America in gear 
a | —and high gear at that. 


You know the truck operators are 
in there pitching when you realize 
they’re up against the same war-time 
difficulties that beset any individual 
motorist—only multiplied to giant 
proportions. 

Short of manpower and mainten- 
ance help—battling to solve scarcity 
problems on tires, gasoline and 
equipment—they still keep pushing 





You needn’t wait for Thanksgiving 


E flag, with 3 stars, awarded 
to our Richmond Refinery 





those big multi-wheeled babies over 
the highways. 


It’s only a fly-weight exaggera- 
tion to suggest that, without trans- 
port trucking service, we'd be fight- 
ing a war with muzzle-loaders and 
ox-teams. Life at home, too, would 
be pretty rugged. 

One reason it’s hard to appreciate 
the contribution of the trucks is 
that transport trucking is about the 
youngest of the industries. It’s like 
the Air Force. A few years ago it 
almost didn’t exist. But now look! 


Another reason is that few peo- 
ple get out on the highways these 
days. You don’t see the transport 
trucks a-rolling. But you needn’t 
wait for Thanksgiving to be thank- 
ful tchat—like the stars on a cloudy 
night — although you don’t see 
them, they’re on the job. 


STANDARD OF CALIFORNIA 
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themselves, the Farmers Union Grain Ter- 
minal Assn. at St. Paul, Minn., was cited 
as having been able in six years to grow 
from a beginning of $30,000 of borrowed 
capital to a net worth of more than 
$5,000,000; reserves of more than $1,- 
000,000; gross assets of nearly $24,000,- 
000; profits in 1943 of $2,000,000 and 
prospective profits for 1944 of nearly 
$4,000,000. 

Federal income and excess profits 
taxes on 1943 earnings alone, says 
N. T. E. A., would have amounted to 
about $1,400,000 at rates paid by private- 
ly owned competitors—but the co-op 
paid no such taxes. Patronage dividends 
due local co-ops who owned the Farmers 
Union super-co-op were paid in preferred 
stock and the cash was used in buying 
out some of its less privileged, taxpaying 
competitors, according to N. T. E. A. 


Millions Lost in Taxes 


“Our research department,” continues 
N. T. E. A. after commenting on other 
examples, “has projected the hypothetical 
case of two companies, each capitalized 
at a million dollars, each doing business 
at a profit, one as a taxpaying corporation 
and the other as a tax-exempt co-oper- 
ative. Figures show that the co-opera- 
tive is able to grow at a rate just 10 
times faster than that possible to the 
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branches of business. 


through N. T. E. A., say: “Our sole interest is in equality— 
and our demand for equality of taxes and other preferences 
involves no debate as to the merits of the co-operative 

movement.” 
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TRACTOR PLANT ~~, 


CORN BELT MFG 


1,200 OOO MEMBERS 


The co-operatives are expanding and pyramiding in all 
Taxpaying corporations, speaking 


taxpaying corporation.” 


In another effort, the research depart- 
ment endeavored to answer the ques- 
tion of how much the various co-ops 
should have paid in taxes. The work 
was handicapped by the incomplete pub- 
lication of co-operative companies’ prod- 
ucts and profits, but “vastly more co- 
operative manufacturing plants than any 
government lists have ever shown” were 
uncovered, and the extent of their Fed- 
eral tax liability will not begin to appear 
until completion of analysis of the co-op 
information returns filed in Washington 
for the first time this year, N. T. E. A. 
said, and continued: 

“We have estimated that taxation of 
the petroleum co-operatives on the same 
basis as the petroleum corporations would 
have produced in 1942 an additional 
$10,000,000 of Federal revenue.” 


Similar taxation of 13 large scale co- 
operative wholesales on the basis of their 
announced earnings in 1942 and 1943 
would have produced another estimated 
$10,000,000, and taxation of tax-exempt 
Government projects in the electric field 
would have added an estimated $93,600,- 
000 more of Federal revenue. 


Among companies that are about to 
pass from the nation’s tax rolls to the 
tax exempt class, N. T. E. A. 
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the big Red River Lumber Co.’s main 
plant, 84,000 acres of timber and the 
town of Westwood, Calif., which the 
California Fruit Growers Exchange is 
about to buy for $12,000,000. 


The Southern Consolidated Co-opera- 
tives, Inc., which has issued an organ- 
ization prospectus, was called a threat 
to the South by N. T. E. A., which de- 
clared in its research report that inde- 
pendent businessmen in the South have 
recently been violently agitated by pub- 
lication of the plans and prospectus of a 
“far-flung holding, financial and man- 
agement” corporation of tremendous 
magnitude. 


Consumer Co-ops Growing 


A group of Farm Security Adminis- 
tration employes in Arkansas is credited 
by the National Council of Co-operatives 
as originators of the plan for the new 
giant co-op to operate in nine states from 
Texas eastward to Florida. 


In addition, the Indiana Farm Bureau 
has indicated its determination to enter 
the oil business in Texas, although the 
Attorney General of that state has ruled 
that such an entry by the out of state 
co-op would be illegal. (See NPN, Oct. 
25, p. 18). 


Taxation of consumer co-ops until now 
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Congress held in Chicago, Oct. 8-13. 
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“Our test flight is over. We must put co-operatives into mass 
production,” Murray D. Lincoln, president of the Co-operative 
League of the U. S. A., told the Co-operatives Centennial 


It appears from this 


the co-ops is already under way 
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Postwar gallonage 


Ir may be a buyer's market after the war 


Refiners whose gasoline pleases the post- 
war motorist—and his engine— will get and 
hold their share of the gallonage 


Refiners who produce that kind of gasoline 
most efficiently and economically will show 
the most satisfactory balance sheets 


Universal processes, experience and inge- 
nuity are at the service of all refiners to help 
them produce the best kind of gasoline at the 
lowest cost—to help them over the hump of 
transition from war to peacetime operation 


Universal knows how 



















CATALYTIC CRACKING 


HYDROGENATION 
ALKYLATION 
ISOMERIZATION 
THERMAL CRACKING 
THERMAL REFORMING 


Universal Oil Products Co. 
Chicago 4, Ill., U.S.A. 
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CATALYTIC REFORMING 


U.O. P. INHIBITORS 


GASOLINE POWERS THE ATTACK —DON'T WASTE A DROP 


Petroleum Process Pioneers 
For All Refiners 


The Refiners Institute of Petroleum Technology 
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Note: Does not include rural electric coops, credit unions, 

telephone associations, medical co-ops, funeral co-ops, 
insurance groups and many other forms of mutual 
Organizations. 











Another picture of how “farmers.” reaching up toward mono- 

poly through Federal administration favoritism during the 

past 10 to 12 years, threaten the extinction of many taxpay- 
ing competitors by absorption or inability to compete 


has not been important since they op- 
erate in cities for city buyers and failed 
to gain a foothold in competition with 
chain stores and other mass merchandis- 
ing methods, N. T. E. A. points out. Also, 
they are on a somewhat different basis 
from the taxation of producer co-ops, as 
they have a non-producer membership. 

“These city purchasing co-ops, some- 
what like the mutual fire and casualty in- 
surance companies,” says N. T. E. A., 
“do pay tax on whatever earnings may 
be left after the distribution of patronage 
dividends—but the earnings represented 
by these so-called ‘savings’ are exempt.” 

However, it was declared likely that 
they will become very important after 
the war—perhaps as important as they 
are, abroad—as many producer co-ops 
have gradually installed strong purchas- 
ing departments. Among the items they 
handle are gasoline and oil as well as 
other farm supplies and implements. 
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66.5% 
Federal 
Income 
and 
Excess Profit 
Taxes 


69% 
Capital 
Investment 
and 
Reserves 

















Rapidly accumulating capital investment and reserves of 
Federal income and excess profits, tax-exempt co-operatives 
are used in pyramiding. while resources of competing tax- 
paying corporations are drained away by high Federal taxes 











CAP Instructors Get 'C' Rations 


NPN News Bureau 
WASHINGTON — OPA this week 


made Civil Air Patrol pre-flight instruc- 
tors eligible for “C” gasoline rations to 


CAP cadets. 








22 





be used only in traveling to and from 
the place where instruction is given to 
All applications by CAP 
instructors must be certified by a liaison 
training officer of U. S. Army Air Forces 









assigned to the CAP program. Action 
was taken, OPA said, at the request of 
the Army Air Forces to facilitate train- 
ing of 250,000 cadets in preflight courses 
by CAP. 
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Phiciniiesiien the pioneer and leader in the field of pour 
depressants— has been improved again and again 
since its introduction 12 years ago. 


Today, most refiners and 


FOR WINTER 


compounders of low 


pour paraffinic oils 


use Paraflow to 
winter protect their 3 ROT ay ; ON 


motor oils. Billions of 








car miles per year are 
run more safely on these Paraflow winter protected oils. 
Paraflow now more than ever justifies the confidence 

of the oil industry. Always available, its use is 


completely free from government restriction. 


SEND INQUIRIES AND ORDERS TO: 


PARAFLOW SALES DIVISION 


Chemical Products Department 
Stanco Distributors, Inc. 
26 Broadway, New York 4, N. Y. 














Among the Giant molecule products for 
better oils developed by us and the 
Standard Oil Development Company are: 












PARATONE—Viscosity Index Improver 
PARAFLOW—Pour Depressant 
PARATAC—Cohesion Additive 
PARAPOID—Extreme Pressure Additive 
PARANOX—Inhibitor 
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Full Pipe Line Training Course 
Available at Texas University 


NPN News Bureau 

NEW YORK — A vocational-training 
course entitled “Oil Pipe-Line Transpor- 
tation Practices,” identified officially as 
“Vocational Training Course No. S-6 of 
the Petroleum Industry Series,” has just 
been completed and is available at the 
Division of Extension of the University 
of Texas, Austin, Texas, the Division of 
Production of the A. P. I. has announced. 

Copies are available at $3. each, and 
should be sent to the Division of Exten- 
sion, University of Texas, Austin, Texas. 

The publication consists of 14 indi- 
vidual chapters, each prepared by espe- 
cially qualified authors experienced in 
the specific subjects covered. Contents 
and contributors follow: 

Chap. I—HISTORY AND GROWTH OF 
OIL PIPE LINES, by C. R. Weidner (de- 
ceased), formerly chief engineer of Sinclair 
Refining Co., Pipe Line Dept., Independence, 
Kans. 

Chap. II—LINE PIPE AND FITTINGS, by 
Charles Fitzgerald, Sinclair Refining Co., Pipe 
Line Department, Fort Worth, Texas. 

Chap. III—PIPE-LINE CONSTRUCTION, 
by W. F. Rogers, Gulf Oil Corp., Houston; and 
C. M. Southern, Atlantic Pipe Line Co., Dallas. 

Chap. IV—MAINTENANCE OF OIL PIPE 
LINES, by W. G. Heltzel, Stanolind Pipe Line 
Co., Tulsa. 

Chap. V—SOIL CORROSION AND PIPE 
PROTECTION, by W. F. Rogers. 

Chap. VI—OPERATION OF PIPE LINES, 
by L. E. Davis, Sinclair Refining Co., Pipe 
Line Department, Independence, Kans. 

Chap. VII—OIL TANKS, by C. C. Ashley, 
Shell Union Chemical Co., Cactus Ordnance 
Works, Dumas (Moore County), Texas. 

Chap. VIII—STRAPPING TANKS, by O. D. 
Stallard, Jr., Magnolia Pipe Line Co., Dallas. 

Chap. IX—GAGING TANKS, by E. L. Ad- 
ams, General Petroleum Corp. of California, 
Los Angeles. 

Chap. X—PUMPING STATIONS, by A. N. 
Horne, War Emergency Pipelines, Inc., Cin- 
cinnati. 

Chap. XI—OPERATION OF PUMPING 
STATIONS, by H. M. Stevenson, Humble 
Pipe Line Co., Houston. 

Chap. XII—MAINTENANCE OF PUMP- 
ING STATION MACHINERY, by E. R. Spen- 
cer, Cooper-Bessemer Corp., Mt. Vernon, Ohio. 

Chap. XIII—CAPACITY OF OIL PIPE 
LINES, by L. E. Davis. 

Chap. X1IV—COMMUNICATION SYSTEMS, 
by G. L. Shanks and F. W. Littell, both of 
Shell Pipe Line Co., Houston; and L. E. 
Adler, Magnolia Pipe Line Co., Dallas. 





Discuss Holiday Closing 


Special to NPN 
MILWAUKEE — The Retail Gaso- 


line Dealers Assn. of Milwaukee is spon- 
soring a plan for the closing of service 
stations at 1 P. M. on Thanksgiving, 
Christmas, and New Year. 





Pipeline Shipments of Crude and Products 


NPN News Bureau 
WASHINGTON—FPipeline shipments 


of crude and products to the East Coast 
hit a record high of 746,333 b/d during 
the week ended Oct. 28, the total in- 
cluding 429,200 b/d of crude and 317,133 
b/d of refined products, PAW reported 
this week. 

During the week ended Nov. 4 move- 
ments through “Big Inch” from Long- 
view, Tex., to Norris City, Ill., averaged 
$18,257 b/d with deliveries to Ohio Line 
averaging 6,835 b/d. Deliveries from 
Norris City to the East Coast averaged 
810,112 b/d, of which 184,560 b/d went 
to refineries in Philadelphia area, and 
124,816 b/d to refineries in the New York 
area. 

During the same period, pumpings 
through 20-in. products line averaged 
227,318 b/d from Beaumont, Tex., and 
227,332 b/d from Norris City, with 226,- 
700 b/d delivered to purchasers in New 
York area. 

Tank car shipments of crude and prod- 
ucts to the East Coast averaged 517,237 
b/d during week ended Nov. 4, compared 
with 513,725 b/d the previous week, it 
was reported. 

Simultaneously, PAW issued a pipeline 
progress report listing status of various 
projects as of Oct. 27. Full text follows. 

Project No. 24: Construction by Stano- 
lind Pipe Line Company of 232 mile 12- 
inch crude line from Elk Basin to Casper, 
Wyoming. Also 31 miles of 12-inch line 
between Casper and Welch, Wyoming. 

The line from Elk Basin to Casper has 
been completed and that portion from 
Elk Basin to point east of Kirby station, 
about 115 miles, filled with crude. Only 





Army Seeks Aid in Keeping 
Roads Open During Winter 


Special to NPN 

SPRINGFIELD, I1l.—lIllinois high- 
way officials met with army transpor- 
tation men last week to lay plans for 
co-operation between the Army Trans- 
portation Corps, the trucking industry 
and state highway officials of Illinois, 
Wisconsin and Michigan in keeping 
highways open throughout the winter. 

W. W. Polk, chief of the Illinois 
highway division, offered the co- 
operation of the state highway depart- 
ment but warned that the help of the 
trucking industry in anticipating possi- 
ble danger spots and drift areas is 
essential. 

Maj. Alex Baxter, chief of the Army 
Transportation Corps, highway divi- 
sion for the three-state area will meet 
with state officials in Michigan and 
Wisconsin to gain further support for 
the program. Meantime, he em- 
phasized also the necessity of his of- 
fice or the offices of the corps in 
other states being kept informed of 
the aréas which must be kept clear. 











Hit Record High for Week, PAW Reports 





a small amount of work remains to com 
plete the two pump stations. About 9.5 
miles of the new 31l-mile line betwee: 
Casper and Welch has been laid. Th: 
construction of this line will be finishex 
in three weeks and it should be placec 
in service early in December. 

Project No. 25: Construction by Ohi: 
Oil Company of 115 mile 8-inch prod 
ucts pipe line from Robinson, Illinois t 
Indianapolis, Ind. 

To date all pipe has been received anc 
73 miles strung, 75 miles of right-of-way 
cleared, 60 miles of trench dug, 59 mile 
of pipe welded, and 52 miles laid. About 
52 miles of trench have been backfilled 
Robinson pump station is 60 per cent 
complete. Completion is expected in De 
cember. 

Project No. 29: Construction by Colo- 
nial Beacon Oil Company of 35 miles 4 
and 6-inch products pipe line from 
Everett to Methuen, Mass. 

Action is still awaited on rezoning of 
terminal site at Methuen, but develop- 
ments seem favorable, although slow. 
Contractor has three per cent of ditch 
excavated preparatory to laying pipe for 
main line. Stringing of pipe has been 
started. About 35 per cent of casing for 
highway and railroad crassings have been 
completed. Project is scheduled for com- 
pletion in November. 

Project No. 31: Construction by Utah 
Oil Refining Company of 112 miles of 6- 
inch crude pipe line from Iles Dome Pool, 
near Craig, Colorado, to Wamsutter, 
Wyo. 

Pipelaying has been completed and 
about 59 miles of the line filled with 
crude. The oil stream should reach Wam- 
sutter within the next few days and con- 
tinue west through Utah’s existing sys- 
tem to its Salt Lake City refinery. Tem- 
porary pumping units have been installed 
at Wamsutter and Granger stations pend- 
ing receipt of new equipment now on 
order. 

Project No. 32: Pipe line outlets for 
crude from Elk Hills United States Naval 
Reserve to refineries at Los Angeles, Calif. 

(A) General Petroleum Corp. of Calif. 
The improvements being made along this 
company’s existing line were subdivided 
into five sections. All work in connection 
with Sections 1, 2 and 3 have been com- 
pleted. Section 4 covers the construction 
of 2.65 miles of 8-inch line from Main 
Street to Torrance Refinery. To date, all 
pipe has been strung and 1.5 miles 
welded and laid. This new line will be 
completed by November 10, Section 5 
covers the construction of 10.42 miles of 
6-inch line from Castiac Junction to Fre- 
mont Junction. Pipe for this new line is 
not expected from mill before November 
15. In the meantime field work on survey 
and procurement of right-of-way is prog- 
ressing on schedule. 

(B) Union Oil Co. of Calif. has com- 
pleted construction of a nine mile 8-inch 
line from Elk Hills to Midway, including 
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VETERANS 


—BUT STILL GOING STRONG 


ASED on twelve years of meritorious service, The Fur- 

fural Refining and Solvent Dewaxing Processes are 

recognized by the industry as the leading methods for the 
production of high grade lubricating oils. 


Each year new users have been added to the list of refiners 
employing these processes. Two new Furfural Refining 
units and five Solvent Dewaxing units have been placed in 
operation this year. 


Refiners now engaged in the production of oils for military 
use and those looking ahead to the post-war production of 
high grade oils at lower cost for civilian use are placing 
requests for installing new units or expanding present 
Furfural Refining and Solvent Dewaxing facilities. 





TEXACO DEVELOPMENT CORPORATION 
A subsidiary of The Texas Company 
26 Journal Square ° Jersey City, N. J. 
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a new station at Standard’s Buena Vista 
Tank Farm, and movement of crude from 
this storage began October 7. 

(C) The Texas Co. practically all re- 
quired right-of-way for the 61 miles of 
10-inch line from Elk Hills to connection 
with Valley Pipe Line at Cottonwood Pass 
has been secured and all cleared. To date, 
20 per cent of pipe has been received, 8 
per cent strung, and 4 per cent laid. 
Seven of the eleven highway and railroad 
crossings have been installed. Good. prog- 
ress is being made in constructing the 
two pump stations. The three 80,000- 
barrel tanks are 40 per cent dismantled 
and work has started on tank bottom for 
first tank to be re-erected at Cottonwood 
Pass. Tank grades and firewalls for all 
tanks are about 50 per cent completed. 
About 25 per cent of poles for telephone 
lines are set and 10 per cent of wire 
strung. All work should be completed in 
January. 





Says Motor Fleet Supervision 
Is Significant Development 


Special to NPN 

ATLANTA, GA.—Speaking at gradu- 
ation exercises held here last week for 
members of the first standard course in 
motor vehicle fleet supervision to be con- 
ducted in the South, Norman Damon, 
vice president, Automotive Safety Founda- 
tion said that the motor vehicle fleet 
supervision program is one of the most 
significant and far-reaching developments 
in motor transportation. 

Mr. Damon commented also upon pub- 
lic acclaim of the staggering wartime job 
performed by the great fleets of rubber- 
borne transport and of today’s wartime 
needs which make it imperative to keep 
every piece of equipment rolling with 
maximum safety and efficiency. 


OPA Codifies Rules on Tank Truck Contract Rates; 


Fuller Reports Are Required on Agreed Charges 


NPN News Bureau 
WASHINGTON—Maximum transpor- 
tation rates for contract carrier tank truck- 
ers hauling petroleum products (and 
other commodities except milk) were em- 
bodied this week by OPA in a new regu- 
lation, bringing together previous scat- 
tered regulations, and designed specifi- 
cally to meet the industry’s needs. 

The new order (MPR 566, entitled 
“Rates of Contract Carriers by Tank 
Trucks”), goes into effect Nov. 16. In 
effect, it is a simplified restatement of the 
regulations that heretofore have covered 
such transportation services. They were 
the General Maximum Price Regulation 
and two supplementary regulations, Nos. 
14 and 15. 

Ceiling prices will not be changed as 
a result of the new order, OPA said. 
They remain generally as each operator's 
highest rate in March, 1942, for the same 
or similar service. Those not in opera- 
tion in March, 1942, take the ceilings 
of a competitor transporting the same 
commodities in the same area. Adjust- 
ments previously granted remain in ef- 
fect. Similarly, the ceilings continue that 
were determined by mutual agreement 
and reported to OPA. 


However, one important change is 
made in connection with reports. The 
requirements on this point are contained 
in Section 12 of the order which reads, 
in full, as follows: 

“Reports. Within 30 days after the 
effective date of this regulation, each car- 
rier subject to this regulation shall file 
with the Transportation and Public Util- 
ities Division, Office of Price Administra- 
tion, Washington, D. C., copies of its 
schedules of rates in effect in March, 
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Signal Corps Photo 
Motor patrol on a fighter strip. This caterpillar motor patrol levels off the 
pile of dirt dumped by a truck 












1942, or as subsequently adjusted under 
specific orders of the Office of Price Ad- 
ministration or one of its district or re- 
gional offices, and a memorandum of all 
contracts presently in effect listing the 
name and address of each shipper and the 
portions of the contracts dealing with the 
contract rates. Where a carrier publishes 
a schedule of minimum rates, a filing of 
the schedule as to all contracts which 
are at the same rates as in the schedule 
is sufficient if a list of the names and 
addresses of the shippers is also fur- 
nished; as to any contracts in excess of 
those published rates, however, a memo- 
randum must be submitted. If the in- 
formation required by this paragraph has 
previously been filed with an OPA office, 
a statement identifying the office where 
filed will be sufficient compliance with 
this section. Any rates established under 
section 5 (b) or (c) or section 6 (a) or (b) 
subsequent to the effective date of this 
regulation shall be reported in the man- 
ner provided above, together with a ref- 
erence to the name and rate publication 
of the competing carrier. 


Report on Agreed Rates 


“Rate reports. Reports of rates en- 
tered into by agreement with the ship- 
per, as permitted by sections 5 (d), 6 (c), 
and 9 (a) of this regulation shall be en- 
titled “Rate Report Pursuant to Maximum 
Price Regulation 566.” The report shall 
be filed in duplicate and shall contain 
the following information: 


“(1) Name and address of carrier, in- 
dicating whether an individual, partner- 
ship, or corporation. 

“(2) Brief description of business, in- 
dicating operating authority and permit 
numbers. 

“(3) Names and addresses of customers 
to be served. 

“(4) Commodity to be carried, points 
of origin and destination, distances over 
actual route of movement, and rate 
agreed upon. 

“(5) The rate formerly applying on 
the particular movement, if it can be de- 
termined under this regulation. 

“(6) Description of any special serv- 
ice involved, such as split pick-ups and 
deliveries. 

“(7) Probable volume of movement 
under each rate. 

“(8) Probable frequency of movement 
under each rate. 

“(9) Common carrier rates for the 
same or similar deliveries, with reference 
to tariff authorities for such rates. 

“(10) Statement of facts in justifica- 
tion of price agreed upon, specifically 
indicating all relevant cost factors. 

“(11) Under what section of this 
regulation the report is being filed. 

“If the report is filed under section 
8(a) it shall also be accompanied by a 
statement, addressed to the Office of 
Price Administration and signed by the 
purchaser of the service, that any in- 
crease -in the cost of the transportation 
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ervice resulting from the reported price 
hall in no way be reflected in an in- 
‘rease in the maximum price of the com- 
modity or service which the shipper sells, 
whether by reason of transportation al- 
lowances permitted in the applicable OPA 
maximum price regulations or petitions 
for amendment.” 


Boost Number of Reports 


Prior to issuance of the new regula- 
tion, reports were required only from 
those carriers determining ceilings by 
mutual agreement with shippers, or mu- 
tually agreeing on an increase, subject 
to OPA approval. These methods of 
agreeing on a ceiling price, or agreeing 
to an increase, continue in effect. The 
form for reporting such actions is de- 
tailed above. 

The new order discontinues the dis- 
tinction between classes of purchasers. 
In this field, OPA said, that factor is 
of little importance, since. practically all 
rates are based on transportation of fuel 
tank loads. 

Special provisions previously made for 
tank truck rates in Mississippi, Louisiana, 
Kansas, and Colorado are continued in 
effect, as well as the privilege of applying 
for higher ceilings on the basis of finan- 
cial hardship under existing rates. De- 
murrage and detention charges in effect 
Aug. 1, 1944, continue in effect also. 

The regulation, OPA said, was dis- 
cussed with six regional OPA advisory 
committees of petroleum carriers, repre- 
senting different parts of the country, 
and “thorough consideration” was giv- 
en to industry's recommendations. 


One other important provision of the 
new order, while not new in effect, makes 
it clear that contract carrier tank truck- 
ers hauling fuel oil in areas where it is 
rationed may add 0.3c per gal. to their 
rates as established by MPR 566. The 
total charge for each lot must be adjusted 
to the nearest cent. Also, this special 
addition may be made only where de- 
liveries are made to consumers in single 
lots of 260 gal. or less. 


Joint Credit Bureau 
For Truckers Forms 


Special to NPN 

ST. LOUIS—Credit managers of oil 
companies, tire companies and automo- 
bile accessories and parts dealers are 
forming a group in Kansas City to join 
the enlarging circle of credit men in the 
Midwest who by a_ systematized ex- 
change of credit information, are attempt- 
ing to assist motor freight carriers in 
avoiding expensive delays in the purchase 
of supplies, tires and repair parts when 
needed by truck drivers on long hauls. 


The plan for such an exchange of cred- 
it information was initiated at the an- 
nual meeting of the Petroleum Division, 
National Association of Credit Men, held 
here last year, according to R. C. Gordon, 
credit manager of Shell Oil Co., who 
was named chairman of the 7-man com- 
mittee appointed at that time to develop 
the program. Credit managers of the oil, 
tire and accessory groups here in St. 
Louis were the first to work out a meth- 
od of credit information exchange for 
benefit of the truckers, Mr. Gordon said. 
Since then, however, groups in Chicago, 
Minneapolis and Indianapolis have joined 
in the exchange of information. Kansas 
City, it is anticipated will be next, with 
groups in Texas to follow shortly. 


Motor freight carriers of the country, 
Mr. Gordon explained, are encountering 
great difficulty in continuing operations, 
due to greatly increased operating costs 
and low fixed rates. It is the desire of 
the credit men to assist them in every 
way possible, he said, inasmuch as the 
truckers are large customers of the oil 
companies, tire and accessory industries. 
The length of truck hauls and the volume 
of total business done by them has been 
stepped up by the wartime shortage of 
rail transportation. But the low truck 
rates, high cost of truck repairs, worn 
equipment, manpower shortage and green 
help have complicated the truckers’ prob- 
lems. In the past, drivers having tire 





Tank Car Hauls to East Show Slight Increase 


NPN News Bureau 


WASHINGTON—Tank car hauls of crude and products to the East Coast 
averaged 517,237 b/d during the week ended Nov. 4, compared with 513,725 b/d 
the previous week, PAW reported. Oil companies loaded 16,806 tank cars as 
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blowouts or breakdowns en route have 
been subject to expensive delays while 
credit departments checked the credit of 
the companies they represented. With 
the constant exchange of credit informa- 
tion developed in the new plan, credits 
can be passed upon promptly. 

At present, the exchange of credit in- 
formation covers only Class 1 common 
carriers in the limited Midwest areas of 
larger cities, but after the war, Mr. Gor- 
don believes, truck hauls will be longer 
than now and it is planned to extend 
the credit information exchange to a na- 
tional basis, and to include Class 2 
truckers and household movers. 





Bulletin Warns Plane Designers 
On Correct Wheel Alignment 
Special to NPN 

AKRON, OHIO—With an eye to the 
future, B. F. Goodrich Co. here has is- 
sued a special bulletin for airplane de- 
sign engineers on the subject of correct 
wheel alignment. 

This subject, long an important con- 
sideration in the design and operation of 
automobiles and trucks, has been ex- 
plored, the company says, after making 
investigations of certain instances of 
rapid tread wear where the main tire has 
been out of alignment as much as an 
inch and three quarters. 

Some landing wheels “toe in” and some 
“toe out,” and in either case, the bulletin 
indicates, the result is bad for the tires. 
Four conditions are cited by which ab- 
normal tread wear due to misalignment 
may be recognized. They are: (1) 
Tread wor out in abnormally low ser- 
vice life; (2) Saw-tooth wear of buttons 
of the tread design; (3) Feather edges 
on ribs or buttons; and (4) Tread worn 
out at shoulder at edge of ground con- 
tact area. 





Study Postwar Use of Canol 


NPN News Bureau 
WASHINGTON—Inspired in part 
by interest of Alaskan Territoria] Gov- 
ernment, conversations and _ studies 
now are in progress here on ques- 
tion of possible postwar use of Army’s 
Carol Project and related pipeline 
distribution system. 

Discussion principally concern dis- 
tribution system, as Alaskans want 
the Alaskan Highway maintained after 
the war and the line would provide 
the best means of supplying oil re- 
quirements along the route. The 
line is equipped to pump products 
from either the Canol refinery at 
White Horse, Yukon Territory, or 
from the Seacoast at Skagway, Alaska. 

The Army, of course, is interested 
because after the war it will have to 
negotiate disposition of the line with 
Canada. 

A big question that has to be an- 
swered is whether the line can be 
operated profitably as a commercial 
venture. If not, one possible solu- 
tion would be to subsidize its opera- 
tion. 

















There is always a better way 
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Col. Dewey, Honored by Chemist 
Hails U. S. Defense ‘Teams’ 
NPN News Bureau 

NEW YORK—The Chemical Industry 
Medal for 1944 was presented on Nov. 10 
to Col. Bradley Dewey, president of 
Dewey & Almy Chemical Co. of Boston 
and former rubber director, at a joint 
meeting of the American section of the 
Society of Chemical Industry, the New 
York section of the American Chemical 
Society and the New York section of the 
American Institute of Chemical Engi- 
neers. 

The award to Col. Dewey was made in 
recognition of his work in colloid chem- 
istry especially pertaining to rubber latex, 
and his accomplishments in administering 
the synthetic rubber program during the 
critical period of the war. 

Col. Dewey, responding to the presen- 
tation made by Dr. Foster Dee Snell, de- 
scribed some of the achievements of 
research and business men in carrying 
out the rubber program, stressing their 
importance in other vital programs and 
in the creation of new weapons which 
have already determined the outcome of 
decisive battles. 


Champions Big Business 


He urged that research and business 
men recognize the outstanding value to 
national defense of teams of scientists, 
engineers, production men and business 
executives. He said that he believed 
these men protected the country against 
meddling “by unscrupulous theorists who 
seek to arouse a popular prejudice by 
harping on the dangers of technological 
unemployment, and who would emascu- 
late the patent system.” 

Col. Dewey in his address strongly 
championed the value of big business 
and its organized research in any future 
war effort. 

Other speakers included John A. Lunn, 
vice president of Dewey & Almy Chem- 
ical Co., who read an address prepared 
by Charles Almy, another vice-president; 
Dr. Vannevar Bush, president of Carnegie 
Institute of Washington, and Dr. Karl T. 
Compton, president of Massachusetts In- 
stitute of Technology. The chairman of 
the American section of the ‘Chemical 
Society, Dr. Norman A. Shepard, pre- 
sided. 
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Automotive Engineers Learn in Tulsa Conference 


What War Stress Has Done to Improve Lubricants 


NPN News Bureau 
TULSA—Wartime advances in de- 
veloping fuels and lubricants in relation 
to peacetime applications formed the 
subject of most technical papers before 
the National Fuels and Lubricants Meet- 
ing of the Society of Automotive Engi- 
neers, held here Nov. 9 and 10. Discus- 
sion ranged all the way from engine 
testing of lubricants and fuel require- 
ments of Diesel engines to development 
of greases for military vehicles and oc- 
currence of vapor lock in the two-day 
session, which far. outstripped in at- 
tendance any previous session with its 
273 total. 


A subject evoking considerable com- 
ment, especially with reference to post- 
war applications was “Detergency or 
Dispersancy in Heavy-Duty Engine Oils” 
by C. W. Georgi, technical director, 
Quaker State Oil Refining Corp., Oil 
City, Pa. Defining a detergent oil as 
“having cleansing, purging or solvent 
properties which imply its ability to re- 
move sludges or deposits from dirty en- 
gines,” he supplied a definition (with 
apologies to Webster) for a dispersant 
oil as “having the property of maintain- 
ing insoluble matter in dispersion in the 
oil so that it will not settle out and ulti- 
mately build up as deposits.” 


Mr. Georgi then stated the -real ques- 
tion of interest: “Is the function of 
heavy-duty additive-treated oils to clean 
up and rejuvenate dirty engines or to 
maintain clean engines in clean condi- 
tion for the maximum possible periods of 
operation?” 


Citing the results of road test and 
laboratory work with oils selected for high 
detergency and high dispersancy and 
used in dirty engines, he concluded that 
the essential function of heavy-duty oils 
should be defined as dispersancy rather 
than detergency, despite their popular 
acceptance as “detergent” oi!s. This 
was because findings indicated that while 
“detergent” oils will remove soft, greasy 
deposits in sections where vigorous oil 
circulation and washing occurs, they are 
ineffective for hard, adherent or baked 
deposits, or where washing action is 
limited. 

He also warned again of the danger, 
when peacetime comes and heavy-duty 
oils become extensively used in passen- 
ger cars, that the detergent and loosen- 
ing action these oils possess on soft 
sludges and deposits can readily cause 
plugging of oil pump intakes and disrup- 
tion of oil circulation. Already, in the 
case of badly fouled engines, this prob- 
lem has cropped up so frequently that it 
cannot be ignored. Moreover, since pas- 
senger car owners may use different 
brands of oils with every addition or refill, 
the danger becomes even greater, he said. 


An instance of this danger was re- 
ported in a field test: A gasoline engine, 
heavily coated with sludges from ex- 
tended operation with an unstable min- 
eral oil, was subsequently lubricated 
with a heavy-duty oil. Shortly after this 
oil change, loss of oil pressure was noted, 
which proved on investigation to be due 
to granular “coffee grounds” type sludge 
being carried to the oil screen and pump 
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Four active S.A.E. members caught during the sessions were H. G, Cattaneo, Shell 
Development Co., Emoryville, Cal.; Norman C. Penfold, Armour Research Founda- 
tion, Chicago, Carl W. Georgi, Quaker State Oil Refining Corp., Buffalo; and 


H. L. Moir, Pure Oil Co., Chicago 





NATIONAL PETROLEUM NEWS 





intal 
and 

slud: 
in th 
note 
seve: 


A 
“Sor 
Hea 
fold 
secti 
Trac 
emb 
dep 
the 
sear 
a re 
of | 
cate 
fron 
thar 
mee 
tod: 

A 
pap 
test: 
alw: 
serv 
pro’ 
met 
fow 
eng 
bec 

if 
stal 
hav 
vol 
soh 
lem 








B. E. Sibley, Continental Oil Co., Ponca City (left) and J. R. 

Sabina, E. I. du Pont de Nemours & Co., Wilmington, Del., 

(right) talking it over with an after-dinner speaker, Lieut. 
Col. R. E. Jeffrey, U. S. Army Ordnance, Washington 


intake, causing almost complete plugging 
and cessation of oil flow. The soft 
sludges, however, were found dispersed 
in the oil. Had the pressure loss not been 
noted in time to shut the engine down, 
severe engine damage might have resulted. 
Engine Testing Comments 

Another well-received paper was 
“Some Comments on Engine Testing of 
Heavy-Duty Oils” by Norman C. Pen- 
fold, chairman of the engine research 
section, Armour Research Foundation. 
Tracing background of the Foundation’s 
embarkation into engine testing as an in- 
dependent reteree body, he then traced 
the history of engine-testing as a re- 
search tool and oil evaluation means. As 
a result of this development, the number 
of oils meeting engine test O.K.’s for 
caterpillar tractor engines has climbed 
from less than 20 in 1937 to the more 
than 550 (including blends and rebrands ) 
meeting Ordnance Specification 2-104B 
today. 

Among the points brought out in this 
paper were: At the present time engine 
tests are not specific because results must 
always be irterpreted by competent ob- 
servers by relating them to tests on oil of 
proven service performance. Spec'fic 
methods of evaluation may eventually be 
found, but for the present refiners and 
engine makers must rely on engine tests 
because there is no satisfactory substitute. 

Until oils can be made much more 
stable than they are, engine tests will 
have to be used for determinations in- 
volving lubricant deterioration product 
olubility in new oil and in related prob- 
lems. 

Prototype engines which could be 

sed for the study of single characteristics 

f an oil would be most valuable as a re- 
arch tool, but it is unlikely they will 
be developed soon. New bench-type tests 
ay be developed by extensive engine 
esting programs. Currently used Diesel 
ngine tests seem adequate to “screen” 
ils, but the gasoline engine testing 
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equipment and procedures should be 
further developed to better correlate 
with heavy-duty truck and bus operation. 

Some types of engines fail to discrim- 
inate between heavy-duty and medium 
quality uncompounded mineral oils. Mr. 
Penfold suggested that lubricating oils 
be bracketed according to equipment 
type and service, with engine tests being 
used to determine the limits of the 
brackets. 


Additive Trends Discussed 


Among other papers of interest was 
that of W. Andrew Wright, Sun Oil Co. 
development ‘engineer, “A Survey of Past 
and Present Trends in Lubricating Oil 
Additives.” Based on an extensive survey 
of the patent literature on additives, he 
showed the rise and decline in the num- 
ber of patents granted for additives, sug- 
gesting that the present-day decline is 
due more to the effect of war and the 
probability that we have taken almost 
every possible compound off the shelf 
and still are trying to find more. It indi- 
cates, he said, that we have made ex- 
cellent progress in developing lubricants 
for general and specialized purposes, but 
that still far ahead is the goal of being 
able to prescribe with good assurance for 
the needs of a particular oil for a particu- 
lar service. 


In this light, he said, the future trend 
would seem to be that, while there likely 
will be important techniques developed 
in refining, the bulk of the load in making 
better lubricants must be borne by spe- 
cialized addition agents. Today’s addi- 
tion agents can not help but be greatly 
improved, and this can only be brought 
about by vastly changed research meth- 
ods—by a complete understanding of the 
mechanism involved during the service 
of a lubricant. 

The Navy methods of performance in 
rating oils for heavy-duty service were 
discussed in detail by Lieut. A. D. Brabbs, 
U. S. Naval Experiment Station. Exten- 


It must have been funny! W. F. Lowe, Tulsa, Natural Gaso- 

line Assn. of America, secretary, jokes with J. H. Baird, Lubri- 

zol, Tulsa, (local S.A.E. chairman) and Frank Suess, Conti- 
nental Oil Co., Ponca City, after a technical session 


sive charts showing how demerits are 
assigned were presented, along with re- 
sults by different test engines. Interesting 
conclusions showed no correlation be- 
tween tests in small test engines and large 
submarine-type engines although out- 
standing oils, indicated by tests with the 
Caterpillar D-4400 engine, have given 
favorable results in the submarine-type 
engine. 

In closing, he asked manufacturers to 
strive to develop heavy-duty oils which 
will show results in Diesel engine tests as 
favorable as, or better than, the combina- 
tion of results obtained by selecting the 
best results of each of the outstanding 
oils tested at the stations, and to develop 
an oil-testing engine, results from which 
will correlate with the results from large 
Diesel engines. 


Other Papers 


Other papers presented at the sessions 
include: 

“Development of Greases for Military 
Vehicles” by Maj. N. W. Faust, Ord- 
nance Department, U. S. Army. This 
paper traced the development of present- 
day greases for Army use, discussing the 
why’s of current grease specifications and 
future aims. Aims were three: perform- 
ance tests, consolidation of present types 
into the fewest possible number, and de- 
velopment of satisfactory wheel-bearing 
grease for amphibian equipment. With 
reference to performance tests, the major 
promised the Army has “no intention of 
prescribing tests for specification limits 
which have no foundation in service.” 

“Military Aircraft Grease Lubrication” 
by Maj. S. C. Britton and W. Schlesinger 
of Army Air Technical Service Command. 
This paper further supplemented papers 
given at previous meetings on require- 
ments and problems being encountered in 
lubrication of military aircraft and particu- 
larly discussed methods of application, 
how well grease requirements are being 
met, service problems and limitations of 
present greases, improved laboratory test 
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Houdry and TCC. units 
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aviation base stock 
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methods, and the direction in which 
grease research is proceeding. 


“Fuel Requirements of Automotive 
Diesel Engines” a progress report of the 
Automotive Diesel Fuels Division of the 
Coordinating Fuel Research Council, was 
given by F. C. Burk, Atlantic Refining 
Co., G. H. Cloud, Standard Oil Develop- 
ment Co., and W. F. Aug, Mack Manu- 
facturing Co. In general agreement with 
previous reports by this group, it was 
reported that considerable ground has 
been covered and valuable information 
on selection of test fuels, procedures and 
techniques has been acquired for future 
programs. 


“The Occurrence of Vapor Lock as Re- 
lated to the Temperature-V/L Charac- 





teristics of Motor Gasolines” by E. W. 
Aldrich, National Bureau of Standards, 
E. M. Barber, The Texas Co., and A. E. 
Robertson, Standard Oil Development 
Co. This was a report of methods of 
applying temperature V/L relationships 
to the analysis of data resulting from ac- 
tual vapor lock tests. 

C. B. Veal, manager, Coordinating Re- 
search Council, reviewed activities of 
the coordinating lubricants research com- 
mittee, and W. S. James, S.A.E. presi- 
dent, spoke on “The Importance of Fuels 
and Lubricants in S.A.E. Activities” at the 
first of two dinner meetings. Lieut. Col. 


-R. E. Jeffrey, U. S. Army Ordnance, was 


the speaker at the secorfd dinner, he dis- 
cussed “Lubrication Problems in the 
South Pacific.” 





13 Changes Made by OPA In MPR 88 


NPN News Bureau 

WASHINGTON — OPA this week 
explained 13 changes made in MPR 88, 
through Amendment 20 effective Nov. 
15, seven of which are of general ap- 
plicability to the industry, and six of 
which apply only to specific areas. The 
seven changes of general applicability 
follow: 

1. Competitive bidders for govern- 
ment orders who do not have dollar-and- 
cent maximum prices are required to 
attach their own maximum prices to their 
bids. 

2. Definition of “tank wagon price” 
is changed to show that this term ex- 
presses a level of price and does not im- 
ply the use of a particular type of trans- 
portation equipment. 

8. Definition of “retail establishment” 
is changed to make it clear that this 
means an establishment where the major 
portion of sales are retailed in small quan- 
tities to consumers. 

(MPR 88 does not establish ceilings at 
retail establishments, but the term is 
used at times in describing applicability 
of certain prices as being other than at 
retail establishments.) 

4. When crude oil is sold for use as 
fuel oil in oil and gas field operations, 
and when crude oil is sold by a producer 
to anyone except to an ultimate consum- 
er, ceilings will be determined under the 
crude oil regulation (MPR 436). How- 
ever, sales of crude oil to a processor 
for use as gas enrichment oil will have 
ceilings determined under MPR 88. 


Reference Sellers 


5. Except on tank wagon sales where 
“reference seller” provisions apply, use 
of the ceiling of a seller of the same 
class is no longer permitted unless actual 
use of the adopted ceiling was made 
prior to Sept. 1, 1944, 

6. Provision is added enabling OPA 
to grant the status of “eligible marketer” 
or “eligible broker” to a marketer or 
broker who cannot qualify under the 
existing standards but who can show 
“good cause” why he should have such 
status. (Additions to certain maximum 
prices are allowed sellers so qualify- 
ing.) 

7. The 0.125c per gal. reduction in 
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refiners maximum prices for regular 
grade gasoline because of a reduction 
in octane rating, which became effective 
Aug. 15, will not apply to delivered-at- 
destination prices for deliveries in drum 
lots. Heretofore, the exceptions had been 
only prices at the tankwagon level. This 
further exception is made because drum 
sales, like certain tankwagon deliveries, 
are made to consumers. 

The other six changes which apply to 
specific areas follow: 

1. Cents per gal. maximum prices 
for kerosine, No. 1 fuel oil and range 
oil and for Nos. 2, 3 and 4 distillate 
fuel oil are spelled out for practically all 
those cities and townships of Connecticut 
not previously provided with specific 
ceilings. The new maximum prices 
merely spell out, except at a few 
small towns, the existing formula ceil- 
ings. At the excepted points, the maxi- 
mum prices frozen under the formula 
provisions were shown to be subnormal, 
and in this week’s spellout they have 
been raised by 0.1 to 0.3 of a cent per 
gal. in an effort to insure supplies at 
these points. 


Tank Wagon Maximum 


2. Jacksonville, Fla., maximum price 
of kerosine f.o.b. refineries and terminals 
and loaded into tank cars, is reduced 
0.5¢ per gal. to:'6.55c per gal. Tankwagon 
maximum price of Nos. 2, 3 and 4 dis- 
tillate fuel oil for Township of Almond, 
Allegany County, New York, is reduced 
0.5c per gal. to 10c per gal. These re- 
ductions were inadvertently omitted 
from list of revenue decreases made 
effective Aug. 28, 1944. Price area “K” 
as used in the pricing provision for 
heavy fuel oils is also redefined as only 
that part of PAW’s schedule “D” area 
which is within Pennsylvania or West 
Virginia. 

8. Maximum prices for Nos. 2, 3 and 
4 distillate fuel oils loaded into buyer's 
tank wagons in lots of less than 3000 
gals. are established at 7.4 cents per gal. 
in Morris County, and 7.5 cents per gal. in 
Sussex County, both of New Jersey. This 
spell-out reflects the general level of 
existing formula ceiling prices. 

4. Specific maximum prices previous- 


ly provided for f.o.b, refinery sales of 
kerosine, distillate fuel oil, gas oil and 
gasoline in Oklahoma will apply also 
on pipeline .sales of these products in 
that state. 


5. Ceiling price for No. 6 heavy 


fuel oil in Puerto Rico and Virgin Islands, 
effective Sept. 15, 1944, will be the base 
period (60 days prior to Oct. 15, 1941) 
price of each seller plus 12 cents per 
gal. The 12 cents addition is same 
allowed on gulf coast sales of this oil. 
Prices in these territories customarily 
reflect prices at Gulf Coast. 


6. A provision is added enabling 


OPA “when good cause is shown” to 
authorize a seller in the Middle Western 
states to determine his maximum tank 
wagon price for gasoline, kerosine, range 
oil or stove oil and diesel fuel at the 
price charged by him in the 60-day pe- 
riod preceding Oct. 15, 1941. Previously, 


in these states only sellers of tractor 


fuel were excepted from general re- 
quirement that ceiling prices of all sell- 
ers had to be at the same level as that 
of reference seller. 





Butadiene Refineries Nearing 
Rated Capacities, Krug Says 


NPN News Bureau 
WASHINGTON — WPB Chairman 


Krug this week announced that grain 
beverage distillers will be permitted to 
manufacture liquor instead of industrial 
alcohol during January because oil re- 
fineries making butadiene are “now ap- 
proaching their rated capacities.” 


The January release, Mr. Krug said, 


will be possible because of a reduction 
in requirements of alcohol for synthetic 
rubber during the fourth quarter. Oil 
refineries making butadiene, Mr. Krug 
pointed out, were restricted to low pro- 
duction rates last summer because the 
butylenes they use as raw material were 
more urgently needed for production of 
aviation gasoline. 


Mr, Krug said that while “large 


amounts” of industrial alcohol will be 
needed from distillers in 1945, “the in- 
dustry’s ‘producing capacity has now 
reached such a point with relation to re- 
quirements that occasional releases of 
the beverage facilities can probably be 
made during 1945 without jeopardizing 
the war program.” 





Ryan Formally Established in 
Post as Refiners' Advisor 


NPN News Bureau 

NEW YORK — Formal announcement 
was made this week of the appointment 
of Paul Ryan, former president of the 
National Refining Co. of Cleveland, as 
vice president of the M. W. Kellogg Co., 
petroleum and chemical engineers. The 
new post for Mr. Ryan was mentioned 
in NPN of Oct. 25, page 3. 

Mr. Ryan, who recently has been serv- 
ing with P.I.W.C., will manage a newly 
instituted consulting service designed to 
aid refiners in the postwar era. The new 
service will counsel refiners in the ade- 
quate evaluation of production, refining, 
transportation, marketing and finance. 


NATIONAL PETROLEUM NEwsS 
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Sobering INFORMATION 


that deeply affects the plans of 


OIL MARKETING EXECUTIVES 


A well known oil company economist 
recently made public the results of 
an exhaustive and realistic study of 
post-war potentials in petroleum 


products. 
+ . 


He predicts (1) that it will be 1948 
before automobiles again consume 
as much gasoline as they did in 1941, 
and (2) that following 1948 there 
will be a leveling off of passenger- 
car consumption because of the fail- 
ure of more and more old cars and 
the development of new models using 
higher-octane gasoline and requiring 
less fuel per mile. Despite this, how- 
ever, he forecasts greatly increased 
overall potentials due to steadily 
expanding consumption in the field 
of trucks, buses, tractors, farm equip- 
ment and aviation. 


7 * * 


This forecast—based on cold, hard 
reasoning —holds the key to the 
thinking and planning of every oil 
marketing executive who wants to 
gear his programs to existing con- 


ditions. 
* * ra 


lf your station operators are to 
take full advantage of their poten- 
tials, they must do a complete job 
of balanced selling. Every man on 
their staff must be trained to satisfy 
all the demands of an exacting pub- 
lic in order to create full-line custom- 
ers instead of casual gasoline buyers. 
Lubrication must be spotlighted as it 
has never been spotlighted before. 
Accessory sales and service must be 
pushed to the limit. Tune-up service 
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must be added where feasible. To 
meet intensified competition, dealers 
must do a better job of balanced 
selling than their competitors! 


* * * 


Jobbers and oil companies must also 
take steps to diversify their own in- 
come. They must explore and take 
the utmost advantage of the in- 
creased sales predicted in lubricants, 
in the farm market, in the truck fleet 
and bus market, in the aviation mar- 
ket and in the field of industrial and 
production line equipment. 


* * * 


These are fundamental requirements, 
based on inescapable facts. And 
CHEK-CHART is mobilized to work 
with you in every phase of their 
fulfillment. Out of our war experi- 
ence has come a bigger organiza- 
tion, with broadened experience, and 
expanded facilities. Our services in- 
clude programs covering every phase 
of your own widened scope of sales 
activity. We are in position to help 
you train your own men and those 
of your dealers; increase the lubrica- 
tion and accessory volume of your 
outlets, inaugurate tune-up service; 
develop the truck fleet and farm 
markets; make plans for the coming 
private plane market. Jobbers are 
urged to discuss the matter with their 
suppliers. Oil company executives 
are invited to get the facts on a 
service which has already been in- 
corporated into the plans of many 
of the company’s biggest and most 
progressive companies. 








COOPERATION 
IN ALL PHASES OF YOUR 
OWN COMPLETE AND 
WELL BALANCED 
SALES-SERVICE PROGRAM 
TRAINING COURSES 


“Service Man’s Guide to Automotive Lv- 
brication” (with Question and Answer 
Training Course) 

“| Listened and Learned” 

PASSENGER CAR LUBRICATION 
CHEK-CHART Automotive Lubrication Guide 
CHEK-CHART Wall Charts 

ACCESSORY PROGRAM 

CHEXALL Accessory Manual (including 
tune-up data) 

Pocket CHEXALL 

FARM MARKET 
CHEK-CHART Tractor Lubrication Program 
Truck and Tractor Booklets 

TRUCK FLEET MARKET 
CHEK-CHART Truck Lubrication Program 


AVIATION MARKET 
CHEK-CHART Aviation Lubrication Charts 


PUBLICATIONS 


Service Bulletin (monthly) 
Tractor Digest (quarterly) 
A. B. E. Bulletins 
Special Bulletins 


In preparation— programs covering farm 
equipment, industrial equipment, produc- 
tion line equipment. 

All CHEK-CHART services are available 
either in Syndicated or Semi-Special form 
or custom-built to individual requirements. 
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Illinois Oil-Seekers Report 
Extensions and New Sands 


Special to NPN 

SPRINGFIELD, Ill. — Discovery of 
three extensions of previously discovered 
pools and five new producing sands in 
pools resulted from drilling activities in 
Illinois during October, according to 
monthly oil and gas drilling report issued 
by the State Geological Survey. Oil ap- 
peared in drill-stem tests in two addition- 
al test wells in Franklin County which 
are expected to bring in new pools during 
November. 

Extensions discovered are of Storms in 
White County, Iola in Clay County and 
Lawrence in Lawrence County. New 
producing sands are the Cypress sand- 
stone in Benton North pool of Franklin 
County, the McClosky limestone in the 
Calhoun pool of Richland County, the 
Levias limestone in the Mt. Carmel pool 
of Wabash County, the Aux Vases sand- 
stone in the Boyd pool at Jefferson Coun- 
ty and the Levias limestone in the Di- 
vide West pool of Jefferson County. 

Total Illinois production for October 
is estimated by the Survey at 6,140,000 
bbls. or 198,000 b/d, compared with 
6,130,000 bbls. for September or a daily 
average of 204,000 bbls. representing a 
3% decline in daily average. 





Crude Petroleum Stocks Show 
Drop of 341,000 Bbis. 
NPN News Bureau 

WASHINGTON—Stocks of domestic 
and foreign crude petroleum at close of 
week ended Nov. 4 totaled 222,894,000 
bbls., down 341,000 bbls. from the pre- 
vious week, the Bureau of Mines an- 
nounced. 

There was an increase of 66,000 bbl. in 
stocks of domestic crude and a decrease 
of 407,000 bbls. in stocks of foreign 
crude. Heavy crude oil stocks in Cali- 
fornia, not included in the gasoline-bear- 
ing stocks, totaled 6,589,000 bbls., a de- 
crease of 67,000 bbls. 

A decrease in crude-oil production and 
in crude runs is shown in current reports 
of the industry for week ended Nov. 4. 
According to A.P.I., the average output 
was 4,720,000 b/d, or 21,000 b/d below 
preceding week. Daily average crude runs 
to stills of 4,570,000 b/d were 88,000 
b/d below the level of the preceding 
week but 473,000 b/d above the week 
ended Nov. 6, 1943. 
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NPN News Bureau 

LOS ANGELES—Exploratory drilling 
in California will reach an all-time high 
during 1944, Albert I. Gregersen, PAW 
geologist, declared last week at the an- 
nual meeting of the American Assn. of 
Petroleum Geologists. 

The association met Nov. 9 and 10 at 
the Ambassador Hotel here. 

Mr. Gregersen said that more wild- 
cats and more wildcat footage will have 
been drilled than in any other year but 
that the average oil reserve per field 
discovered will probably be the lowest 
for any year in the history of the Cali- 
fornia oil industry. 

“The number of wildcat discoveries 
of oil and gas fields during the first nine 
months of the year is very impressive. 
The amount of oil discovered is depres- 
sive. On the other hand, the gas dis- 
coveries appear to have greater poten- 
tialities, and two or three may turn out to 
be of major importance.” 

Using percentages he pointed out that 
of the total exploratory holes drilled 
23.2% were successful as compared with 


18% in 1948. 


“Decreases in success percentages 
were shown in only two types of wild- 


Exploratory Drilling in California Hits Peak, 
Volume of Oil Found Dips, Geologists Told 





Push Tests on West Edmond 


Special to NPN 
OKLAHOMA CITY—Bottom hole 
pressure tests were started this week 
on 93 wells in the West Edmond field 
by Oklahoma Corporation Commis- 
sion prior to a hearing set for Nov. 28, 
on application of Anderson-Prichard 
Oil Corp. for a reduction of per well 
allowable from 200 b/d to 150 b/d “or 
such other figure as the commission 
deems proper.” Reasons given were 
salt water intrusion, fluctuating gas-oil 
ratios and declining bottom hole pres- 
sure. There are approximately 215 
producing wells in the field and 150 
active drilling tests. 











cats. Those drilled on subsurface geology 
alone were only 11.8% successful this year 
as compared with 18.2% last year. Like- 
wise, 19.5% of the wildcats drilled on 
seismograph plays were successful com- 
pared with 27% last year.” These de- 
creases are significant, Mr. Gregersen 
said, “since the two categories include 
two-thirds of the wildcats drilled during 
the first nine months of the year.” 


Referring to the California oil reserves, 
Mr. Gregersen said “new discoveries were 
probably less than 20 per cent of the 
total oil produced so far in the year. 
This is about the same figure as for 
1943. However, it shows that we are 
continuing to use up our reserves five 
times faster than we add to them.” 

In conclusion, the geologist said, “the 
results of wildcat drilling during 1944 
suggests that we are fishing in a stream 





with a number of small trout left. On 
fishing technique is good, but the strea: 
has been largely fished out, althou; 
here and there a big steelhead trout m: 
still be lurking in some secluded pool. 

“What we need to look for are ne 
streams where only an occasional fishe 
man has made a hurried reconnaisan: 
trip. There are such opportunities left 
California. Many an operator has ca 
covetous eyes at some of the excelle: 
fishing pools extending into the closé 
preserve beyond the coast line of Cal 
fornia. 

“The excellent results obtained b: 
some adventurous fishermen who ha\ 
obtained permission from the State of 
California to cast a fly in a few of thes: 
pools speaks well for the future fishing 
in those reserves when the state declares 
an open season. There is some reason to 
believe that this may not be far off,” Mr 
Gregersen concluded. 

Mortimer Kline, Los Angeles attorney 
and formerly general counsel for fedex 
ally owned Petroleum Reserves Corp., 
told the association that “proper treat- 
ment of Middle East oil negotiations is 
important to the U.S. because of the 
great size of the Middle East oil reserves. 
Already the drilling of only 155 explora- 
tory wells has indicated a Middle East 
reserve comparable to that of the entire 
United States, while last year the drilling 
of 271 exploratory wells in California 
alone led to discovery of reserves amount- 
ing to only a quarter of the same year’s 
oil production in California.” 

Discussing “Petroleum Geology of 
Colombia, South America,” Dr. Judson L. 
Anderson of Johns Hopkins University, 
said that Colombia ranked eighth in 
world oil production in 1940, and it was 
second to Venezuela in South America. 
There are now six known oil provinces 
in Colombia, of which the most import- 
ant are the middle Magdalena Valley 
and the southwestern Lake Maracaibo 
area. Production comes from Tertiary 
and Cretaceous beds on faulted anti- 
clines. Most of the production is from 
sands, but limestone production is also 
being developed. Colombia has good 
prospects for additional discoveries and 
will become an increasingly important oil 
producing nation, Dr. Anderson said. 





Stanolind Buys Dickey Oil 


NPN News Bureau 
TULSA—Purchase of common stock of 
the Dickey Oil Co., Wichita, Kans., by 
Stanolind Oil and Gas Co., has been an- 
nounced by F. O. Prior, president of 
Stanolind. Consideration was not dis- 
closed, but is reported to be approxi- 
mately $6,000,000. Dickey holdings are 
said to include producing properties in 
Kansas and Oklahoma, including nine 
producing and two drilling wells with 
two more locations staked in the West 
Edmond field, and several large lease 
blocks in Colorado, Wyoming and Mon- 
tana. 
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Performance Report 
of 3 INTERNATIONAL KR-11’s 


. Costs go down and profits go up when trucks _in precise terms of the jobs they were to perform 

' are big enough and strong enough for loads and the conditions under which they were to 

and roads... with axle ratios and transmissions operate. 

ni correctly specified to produce required “pull” The trucks below are an example. The Indian- 

a and desired cruising speed at safe engine speeds. head Truck Lines, St. Paul, Minn., is the owner. 
The value of ample truck capacity and power _In his performance report, Lester A. Wilsey of 

is being demonstrated daily in many fields by the Indianhead Truck Lines says of the three 

new International KR-11’s powered by the KR-11’s his company operates: 

. famous International Red Diamond Engine. “These truck-tractors are giving us good per- 

These trucks were recommended to their owners formance, power and fuel economy. They aver- 
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age right around six miles to the gallon 


and have ample power for any and all 























P purposes. They pull she long hills at Red 
at Lines, ‘ . : 

owner: Indianhead Tr¥ck Wing and Redwood Falls in third gear. 
tl < aa . 
2 st. Paul, Minn. \e KR-12: In fact, we are more than pleased with 

s KR-11; 
; international mode the performance of this equipment.” 
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New Trucks: The government has authorized the manu- 
facture of a limited quantity of trucks for essential civil- 
ian hauling. International is building them in medium- 
duty and heavy-duty sizes. See your International Dealer 
1 or Branch for valuable help in making out application. 


a 
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Britain Bares Meager Facts on Its Oil Fields; 


Output Slightly Over 600,000 Bbis. a Year 


Special to NPN 

EDINBURGH, Scotland—tThe first of- 
ficial indication that oil has been exten- 
sively developed in England in wartime 
was given this week when the veil was 
slightly lifted and some details given as 
to output and development. 

The scene of operations is still a secret. 
Prospecting and drilling have continued 
intermittently in Britain since the end of 
the last war and was encouraged by the 
Petroleum (Production) Act of 1934. The 
outbreak of war naturally gave a very 
definite impetus to these surveys. In 
1939, the output was given officially as 
238 tons a month. Today production is 
100,000 tons yearly (or 20 million gal- 
lons) from more than 230 wells. 


1600 Shot Holes Drilled 


The total production in the war pe- 
riod has been 78 million gallons of very 
excellent quality, capable of utilizing as 
high-grade petrol lubricants, even of avia- 
tion grades, and paraffin waxes. 

Coincidental with this large increase 
in output there has been a very great 
increase in efficiency of methods and 
personnel. Portable outfits are in use 
and on occasion, a complete outfit of 
portable units has been removed from an 
existing site, reassembled, and has been 
boring at a new site within 24 hours. 





One of the stations served by Hudson Valley Gas and Oil Co. 


“Richfield products are absolutely 
tops. Richfield executives and sales 
personnel are of the highest type 
and we have always enjoyed doing 
business with them.” So speaks 
Bernard M. Trayhan, Manager of 
Hudson Valley Gas and Oil Co., 
Mechanicville, N. Y. 


Mr. Trayhan speaks from long ex- 
perience for his company was one 
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"SERVING THE EASTERN SEABOARD FROM MAINE 


Production wells have been completed 
and put into operation in seven days 
from the start of drilling while the pe- 
riod of moving heavy machinery from 
site to site has been reduced below 12 
hours. 

Some 1600 shot holes have been drilled 
in the main field covering an area of 
something like 1300 square miles. Pipe- 
lines run to a railway siding nearby from 
which the oil goes to tankcars for re- 
fining. About 1000 workers are em- 
ployed operating on a 24-hour basis. To 
provide for this continuous effort, can- 
teen and hot meal facilities are in con- 
stant supply. 

The area of the main field, a single 
continuous formation is about two miles 
by half a mile, the oil-bearing strata ly- 
ing between 2000 and 2500 feet. Tests 
are continuing at much lower depths, as 
low as 7000 ft. in one test bore hole, 
but without any definite results. 

Perhaps the most unusual feature of 
the operation is that it has been con- 
tinued without interference with the agri- 
cultural activities on the surface. Cows 
graze placidly on the rich farmland which 
the site carries. As soon as drilling has 


been completed all the machinery is re- 
moved, the site cleared and leveled only 
a few square yards of fenced ground 
indicating the actual well. 


Bernard M. Trayhan 
Hudson’s Manager 


of the very first Richfield Distribu- 
tors. Weight is also given his words 
by the fact that he, with the able 
support of his wife, increased sales 
each year in normal times and “has 
never lost to other company 
competition.” 


If you’re an Independent Distribu- 
tor in an Eastern State, investigate 





the advantages of a Richfield fran- 
chise now, for post-war development. 
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Indications are that the site will con- 
tinue to give oil in decreasing quantities 
for from 10 to 15 years at a minimum 
and activities are being extended through- 
out Britain to investigate the further pos- 


| sibilities of oil production. 





At the first official visit to the site Mr 
Geoffrey Lloyd, Secretary for Petroleum, 
said: “This secret oilfield came into op- 
eration just when we needed every ton 
of oil to carry this country through the 
crisis of the war. These were supplies 
which the U-boats could never sink. 
The annual production (100,000 tons) 
was equivalent to a fleet of about 12 
cross-Atlantic tankers. 

“It has been known for centuries that 
there was oil in England and survey work 
by the Anglo-Iranian Oil Co. Ltd., has 
been continuous over the last interwar 
period. The seismic method of survey 
has been used; and has proved of great 
value in the work in progress. Their 
investigations have brought to light a 
considerable volume of information as to 
geological resources in coal and other 
minerals which may now be developed. 

Plant in use is electrically operated, 
and silent. Pumps are only seven feet 
high so that there is not any of the nor- 
mal oil field appearance. 





Urge Service Station, Garage 
Owners, To Aid Bond Drive 


NPN News Bureau 

NEW YORK—Operators of gasoline 
service stations and garages throughout 
the country were again offered an oppor- 
tunity this week to prepare window dis- 
play facilities on behalf of the Sixth War 
Loan campaign which will run from 
November 20 to December 16 and to 
compete for $10,500 in the largest win- 
dow display contest ever held. 

The contest, which is sponsored jointly 
by the United States Treasury Depart- 
ment and the War Advertising Council, is 
being conducted with the cooperation 
of leading manufacturers, retailers’ groups 
and the display industry. 

Need for the oil industry to join in 
the drive was stressed in letters sent with- 
in the last few days by William Boyd, 
chairman of P.I.W.C., and Charles 
Alexander, a trustee of the War Advertis- 
ing Council. Both Mr. Boyd and Mr. 
Alexander addressed the presidents of oil 
companies and dealer trade associations 
urging their support of the forthcoming 
drive. 

The contest was designed to have war 
bond displays installed in every retail 
business estabtishment in order to aid 
in attaining the goal of fourteen billion 
dollars. Each industrial group will com- 
pete only among others in the same 
division for state, regional and national 
prizes. 

Service stations and garages will com- 
pete for prizes only against other estab- 
lishments in the same field. The 580 
prizes of war bonds with a maturity value 
of $10,500 to be given service station 
and garage operators have been con- 
tributed by the Shell Oil Co., which is 
acting as sponsor for this industrial group. 
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Free-running, combina- 
tion ball bearing and 
swing joint, easily tight- 
ened or repacked in 
place. The bearing takes 
the entire weight and 
thrust of the reel, remov- 
ing all strain from the 
packing gland. 










Recessed front makes 
this the most compact 
reel obtainable. All 
parts easily accessible. 













Hose connection at 
correct angle to pre- 
vent hose kinks. Hose 
can be attached to 
reel or renewed eas- 
ily by first removing 
the elbow. This elbow 
is fastened to the reel 
by four bolts. 


© Roller chain drive in 
front for easy access. 
Free-running and eas- 
ily adjusted for wear. 



















Combination braking and locking device, 
with renewable asbestos brake disk. With 
this device, the reel can run free, with a 
slight drag, or can be locked securely. 







The New Hose Reel You Have Been Looking For 


COMPACT, RUGGED, LIGHT IN WEIGHT, 
BALL BEARING CONSTRUCTION THROUGHOUT 
The new Philadelphia Valve Co. reel is the finest 
reel built. It is compact, rugged, and light in 
weight. All parts are of steel, malleable iron, or 
bronze; no cast iron is used. It is ball bearing 
throughout with hardened and ground races. 
(6 ball bearings are used.) It will never wear out. 

The reel can be changed from top winding 
to bottom winding by reversing the hose con- 
nection and rotating the drum. All working 
parts and hose connections are in front and 


Rigid construction 
with welded spokes 
and supporting angles 
assuring long life. 


PHILADELPHIA VALVE COMPANY 





Double outlet simplifies 
piping and permits a by- 
pass connection when re- 
quired 











Hose clamp by its snub- 
bing action takes strain 
off Hose Coupling and 
prevents hose breakage 
whereitis attached toreel. 












New design all ball bear- 
ing universal driving 
mechanism. Reel frame 
punched, so that driving 
mechanism can be in- 
stalled in any of 4 po- 
sitions. (See diagram 
below.) 



























Reel can be 
cranked 
from the side 
or the rear. 
Designed so 
that the side 
cranking 
mechanism 
can beinstall- 
ed in any of 
4 positions. 





































easily accessible. It is light in weight, a reel that 
holds 100 feet of 11/2"’ hose, only weighs93 pounds. 

We can furnish hose reels in any size or 
shape. They can be furnished for installation 
either in bucket box at rear of truck or in under- 
slung box on side of truck. Give inside dimen- 
sions of box when writing for information. 
Special reels can also be furnished for Airfield 
Refueling Pits and Ship Docks. 

Delivery can generally be made in a few days 
after receipt of order. For sizes, prices, and 
dimensions, write for Catalogue No. 165. 





ARAMINGO AVENUE AND ONTARIO STREET, PHILADELPHIA 34, PA 
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Suggests Eliminating Confusion by Substituting 
"Normal Loss Replenishment’ for Bail-Out’ 


By Elwin E. Hadlick 


The air seems to be supercharged 
these days with questions about bail- 
out of dealers in gasoline. Anyone read- 
ing the various statements which are re- 
ported as having been made would 
quickly assume that 
here was a_ very 
complex subject 
which was com- 
pletely lost in con- 
fusion and red tape. 

An examination of 
conditions in the 
field reveals that 

the confusion _ is 
fF likely more in 
Washington than 
elsewhere. Many 
dealers are experi- 
encing the beneficial 
results of a bail-out 
procedure by local board handling; 
others are involved to the extent of be- 
ing compelled to go to the District Of- 
fice, but there they are usually havin* 
fair and impartial treatment. 

From all appearances most District 
Offices and local boards have made a 
very sensible application of the provisions 
of Amendment 121 to Ration Order 5C. 
Many dealers are actually very clear on 
the subject of coupon shortages but they 
are having difficulty making head or tail 
out of the stories they read. Possibly it 
is because there is confusion of terms, 
too much use of one word or phrase to 
describe several different situations. 

The bail-out procedure which exists 
at the present time should probably not 
be called bail-out at all. It is in reality 
a system by which a dealer may secure 
replenishment of coupons to overcome 
normal losses. Amendment 121 can 
probably be kept out of the troublesome 
class if it will be referred to as the nor- 
mal loss replenishment plan. 





Mr. Hadlick 


Another Type of Bail-out 


But what about the other type of so- 
called bail-out, the type which the Dep- 
uty Rationing Administrator recently 
said was no bail-out at all, but a method 
of strengthening the debiting program 
and OPA enforcement efforts? — Prob- 
ably the better part of wisdom would be 
not to speak of it at all because actually 
the amendment has not been issued. 
Past experience should be sufficient to 
prevent any person from attempting to 
prophesy what would come out of Wash- 
ington. But taking the news reports as 
being of some factual value, it appears 
there is to be an amendment which will 
relate to making up for coupons which 
are charged back to a supplier, and by 
him to a dealer, for which the dealer 
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must turn over good and valid evidences. 

What type of evidences get charged 
back to a supplier and then to a dealer? 
Probably the word counterfeit would 
cover most cases, but there are those 
situations where a charge-back could or 
might be made for coupons which were 
invalid because of the passing of the 
time during which they were properly 
useable. These situations then relate not 
to making up losses for which the dealer 
never did get coupons, but to making up 
coupons ~ which the dealer had_ but 
which coupons were not good. This 
then ought most properly to be called 
the debiting program replenishment. 

In this article the discussion of re- 
plenishments will be limited to the first 
type mentioned, the normal loss_ re- 
plenishments. In connection with those 
losses there is an already effective pro- 
gram which needs but to be understood. 
The plan is relatively simple. 


More Effective Understanding 


Securing a copy of Amendment 121 
would probably be the worst thing the 
average dealer could do, although it 
contains the basic elements of the plan. 
The amendment is necessarily legalistic 
in terminology and amends various and 
sundry paragraphs of the regulations. 
Much more effective understanding will 





In this current article, Elwin E. Had- 
lick, in discussing the confusion in in- 
dustry over the bail-out program, sug- 
gests that some of the difficulty may be 
eliminated by dropping the words ‘Bail- 
Out’ and considering the program a 
‘Normal Loss Replenishment Plan’ 





come to the dealer who skips over the 
amendment itself and reads the part at 
the end which is officially termed the 
“rationale”; that’s the specific word for 
describing the explanation of each 
amendment, which explanation OPA is 
required to give. But even this is not 
sufficient. 

Along with the rationale a copy of 
OPA Form R-549 should be gone over. 
The dealer who starts with this form will 
really learn more of what the score is 
than he ever will by reading the amend- 
ment. He ought to be sure that he gets 
a copy of the latest edition of the form 
(that of February 1944) as there have 
been some changes from time to time. 
Fven with these documents all at hand 
the dealer will be something less than 
fully informed; there are always the 
“Board instructions” which are not 
available in public print. 

With the form in front of him the 
dealer needs to know that he will re- 
ceive favorable consideration in connec- 
tion with any unavoidable losses of cou- 


pons or other evidences and in connec- 
tion with coupon shortages caused by 
losses of gasoline, through evaporation, 
handling, accident, or other extraordi- 
nary circumstances. 

He will not receive consideration in 
this application for any coupon or evi- 
dence shortage caused by a debit back 
against him for invalid coupons turned 
over to his supplier; that is the situation 
in which at the present time there is no 
form of relief; it is the problem with 
which OPA is presumably struggling and 
the one on which everyone hopes to 
have information very soon. 


File with Local Board 


The form is filed with the local board. 
The amendment gives the board power 
to consider all applications except those 
attributed to a loss, theft or destruction 
of evidences of a theft of gasoline, and 
except any others which the District Of- 
fice may require to be referred to it. 
That seems like a roundabout way of 
saying that the district office shall handle 
all applications except those which it 
permits the ‘local board to handle. In 
practice the local boards refer to the 
District Office all applications attribut- 
ing a shortage to a loss, theft or de- 
struction of evidence or a theft of gaso- 
line; such applications automatically go 
to the district office. Then the local 
board proceeds to consider all applica- 
tions where the loss does not exceed 1%, 
being under instruction from the District 
Office to send in all applications where 
the loss exceeds that 1%. 

What does the district office do? It 
considers the application in the same 
manner as the local board would do, 
except that it usually has the benefit of 
industry advisors. In many of the dis- 
tricts there have been formed gasoline 
rationing advisory committees. Usually 
these committees have so many mem- 
bers as to present an unwieldy body for 
handling loss applications. Consequent- 
ly one or more of the members of the 
committee is asked to sit on a panel 
along with representatives of the dis- 
trict office; this panel then decides the 
problems presented to it. 

There may be many places where deal- 
ers are not getting fair treatment on their 
applications to make up normal short- 
ages. First requirement to effect im- 
provement seems to be to understand 
the rules thoroughly. There are suffi- 
cient OPA advisory committees and vol- 
untary advisors to OPA to make it pos- 
sible to amend the rules if they are so 
set up as to work a hardship or so as to 
either permit an unreasonable local 
board to be harsh or to prevent a humane 
board from being fair. Suggestions for 
changes ought to be grounded in actual 
experience. 

One final word of warning to any 
dealer who proposes to make an appli- 
cation for allowance of a loss or short- 
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O|FREGULATIONS 


Digests of Regulations Issued Weekly Regarding Oil and 


Oil Equipment . . Reports of Prospective Regulations 
and Amendments . . Actions of Industry Committees 
and Meetings . . Editorial Comment, Interpretation. 





ace: He should keep in mind that no 
wance made will operate as a waiver 
any violation of the gasoline ration- 
order. That simply means that any 
lations which exist remain to be 
dealt with by the enforcement division 
its own way regardless of the fair or 
er treatment of the board in making 
up the loss; and any violations of the or- 
der which are brought to the attention of 
OPA by means of the application will 
probably result in some action. 


- 





Index of Week's 
War-Oil Orders 


(Issued Nov. 4-11, 1944) 
PAW—Petroleum Administration for War 


Priorities Circular 3, as am. 10-16-44—Petro- 
leum industry operators who also conduct an- 
other business 

Priorities Circular 4, as am. 10-16-44—Car- 
bon black manufacturing facilities 

Priorities Circular 5, as am. 10-16-44—Petro- 
leum industry service companies 

Priorities Circular 8, as am. 10-16-44—Re- 
lation of P-98-b to U-2 and U-3 

Priorities Circular 13, as am. 10-28-44— 
Methods of obtaining equipment for petroleum 
transportation 


OPA—Office of Price Administration 


GMPR, Rev. SR 14, Am. 183—Channel car- 
bon black 

MPR 28, Am. 10—-Administrative expense 
may be included in distillery’s ethyl alcohol 
ceiling 

MPR 88, Am. 20—Conn. and N. J. specific 
fuel oil prices; miscellaneous changes in MPR 88 

RMPR 165, SSR 6, Am. 1—Filing and in- 
voice requirements upon increases in auto- 
motive repair ceilings 

RMPR 165, Region VIII Order G-1—Oil 
burner services in Los Angeles, Calif. Area 

MPR 528, Order 17—Goodyear amphibious 
marsh buggy tire and tube ceiling 

RO 5C, Am. 159—Naphtha rationing 

Am. 160 — Preferred mileage ration for 
Civil Air Patrol instructor 
Am. 161—Ship rations 

RO 9A, Am. 17—Stove rationing 

SO 94, Order 2—Sales of new tires and tubes 
by Treas. Dept. Procurement Div. exempt from 
all price regulations 








Rev. Proc. Reg. 13—Industry Advisory Com- 
mittees 

OPA Release—Consolidation of Fuel Ration- 
ing and Automotive Supply Rationing Divisions 

OPA Statement re Extension Stripper Well 
Subsidy Plan to High-Cost Pools—Crude pro- 





CODE: AO—Administrative Order; CMP 
—Controlled Materials Plan; D—Directive; 
FDO—Food Distribution Order; GMPR— 
General Maximum Price Regulation; GO— 
General Order: Interp.—Interpretation; L 
—-Limitation Order; M—Conservation Or- 
der; MPR—Maximum Price Regulation; 
P—Preference Rating Order; PAO—Petro- 
leum Administrative Order; Pri. Reg.—Pri- 
orities Regulation; Proc. Reg.—Procedural 
Regulation; PS—Price Schedule; RO—Ra- 
tion Order; RPS—Revised Price Schedule; 
SO—Supplementary Order; SR—Supple- 
mentary Regulation. 


















NOVEMBER 15, 1944 


ducers’ procedure in applying for premium price 
adjustment 
WPB—War Production Board 

L-74 as am. 11-2-44—Oil burner restrictions 

M-159, Revocation—Buty! alcohol allocation 
transferred to M-300 

M-169, Revocation—Methy] ethyl ketone now 
subject to allocation under M-300 

M-300, Schedule 64—Methyl ethyl ketone 
restrictions 

Schedule 66—Butyl! alcohol restrictions 

Directive 38 as am. 11-1-44—Control over 
aviation gasoline 

Supp. Directive 1Q as am. 11-1-44—Ration- 
ing of aviation gasoline 

Pri. Reg. 1, Interp. 12—Determining pur- 
chase order receipt date 

Direction 6 as am. 11-8-44—Delivery of 
capital equipment 
WMC—War Manpower Commission 

Reclassification of Labor Market Areas— 
Critical labor supply areas 
ODT—Office of Defense Transportation 

AO ODT 6B, Am. 1—Billings, Montana added 
as Field Office 
NWLB—National War Labor Board 

5th Regional Board Release V-439, Case B- 
1779—Automatic length-of-service increases and 
merit increases 

Case B-1773—Approval of voluntary pro- 

gression schedules 

Release V-440—<Application of Little Steel 
formula to commission rates 

Release V-442—Adoption of new general 
order re adjustments in pay rates on incentive 
plans 

GO 38—Approval of change in incentive wage 
or piece rate 

Rules of Proc., am.—Reconsideration of direc- 
tive orders and Board rulings 

Rules of Proc., am.—Panel reports and com- 
ments 
FEA—Foreign Economic Administration 

Gen. Licenses, Am. 246—Filled metal con- 
tainer exports 

Current Export Bulletin 205—-Export of metal 
drums and containers 
Dept. of Labor—Wage & Hour Division 

AO 342—Dissolving of Industry Committees 
EO—Executive Orders 

EO 9495—Extension of certain powers to 
U. S. Maritime Commission and WSA 








Digest of Week's 
War-Oil Orders 


Petroleum Administration for War 


PETROLEUM INDUSTRY OPERATORS 
WHO ALSO CONDUCT ANOTHER BUSINESS 
—Pri. Circ. 3, as am. 10-16-44—Priorities as- 
sistance under CMP 5A and 6, as well as under 
CMP 5, not available to operators for materials 
used in operations governed by P-98-b, unless 
operator has been relieved, upon application to 
PAW Materials Director, from jurisdiction of 
P-98-b. Issued 10-16. 

CARBON BLACK MANUFACTURING FA- 
CILITIES—Pri. Circ. 4, as am. 10-16-44— 
Natural gas production and transmission facili- 
ties are governed by P-98-b, but not facilities 
for carbon black manufacturing, which obtains 
MRO supplies under CMP 5, P-89, etc. and 
new facilities only on application to WPB 
Chemicals Division on Form WPB-617. Issued 
10-16. 

PETROLEUM INDUSTRY SERVICE COM- 
PANIES—Pri. Circ. 5, as am. 10-16-44—P-98-b 
priorities assistance is available only for pro- 
duction operation of service companies, and for 
product fabrication to which CMP-4B or the 
spot authorization plan of Pri. Reg. 25 applies. 
Issued 10-16. 

RELATION OF P-98-b TO U-2 and U-3— 
Pri. Circe. 8, as am. 10-16-44—Controlled mate- 
rials plan allotment symbol for petroleum oper- 
ator’s privately-owned telephone, telegraph, or 
teletype equipment is now MRP-P-3, with the 


AA-1 rating assigned for MRO material under 
P-98-b. Issued 10-16. 

RELATIONSHIP OF M-293 and PRI. REG. 
18 TO P-98-b—Pri. Circ. 12 as am. 10-18-44 
—PAW will assist operators in having scheduled 
delivery orders for items covered by M-293 
to be used in construction in refining or in 
natural gasoline recovery, whether or not cov- 
ered by a PAW Form 30 application. Oper- 
ator should send copy of each delivery order, 
with manufacturer’s shop order number, if pos- 
sible, to PAW Construction Division in Wash- 
ington. PAW assistance also available for MRO 
<r production delivery orders under M-293, 
whether or not covered by Form 30 application. 
Copy of order, with explanatory letter and shop 
order number must be mailed to PAW Materials 
Division in Washington. Pri. Reg. 18, relating 
to all frozen schedules, not merely those under 
M-293, permits disturbance of such schedules 
only by WPB, upon request of purchaser, manu- 
facturer, or PAW. Such requests will be ex- 
pedited by filing them through PAW in Wash- 
ington. Issued 10-18. 

METHODS OF OBTAINING EQUIPMENT 
FOR PETROLEUM TRANSPORTATION—Pri. 
Cir. 13, as am. 10-28-44—Inland waterways 
equipment, repair and replacement parts, and 
operating supplies for use in or near vicinity of 
petroleum operator’s premises may be secured 
through PAW, under applicable provisions of 
P-98-b. Most inland waterways equipment is 
secured through ODT, and priorities assistance 
therefor is obtained through ODT regional 
office or WPB. MRO material is under CMP 
5’s (WPB) jurisdiction. Tankers and repairs to 
tankers for inland waterways use are obtained 
under ODT procedures. Ocean-going tankers 
are secured through Maritime Commission, and 
repairs through local office of WSA. Motor 
trucks, including tank trucks or trailers, are 
secured through ODT. Bodies for tank trucks 
are subject to L-253, and P-98-b governs 
their priority rating. Automotive repairs gov- 
erned by L-158, and replacement parts gener- 
ally secured without preference rating. ODT 
governs tank cars. Issued 10-28. 


Office of Price Administration 


CHANNEL CARBON BLACK—GMPR, RSR 
14, Am. 183—See p. 10, 11-8 NPN. 

ADMINISTRATIVE EXPENSE MAY BE IN- 
CLUDED IN DISTILLERY’S ETHYL ALCO- 
HOL CEILING—MPR 28, Am. 10—Adminis- 
trative, as well as general expense, not exceed- 
ing 3c per gal. may be included in computing 
f.o.b. works ethyl alcohol ceiling. Issued 11-6, 
effective 11-11. 

CONN. AND N. J. SPECIFIC FUEL OIL 
PRICES; MISCELLANEOUS CHANGES IN 
MPR 88—MPR 88, Am. 20—Reviewed on p. 
34 this issue NPN. Issued 11-10, effective 11-15. 

FILING AND INVOICE REQUIREMENTS 
UPON INCREASES IN AUTOMOTIVE RE- 
PAIR CEILINGS—RMPR 165, SSR 6, Am. 1 


—No customer’s hourly rate in effect on or 





OIL-LAW-Gram Service 


Complete texts of all orders or amend- 
ments digested in war-oil orders can be had 
from Platt’s Oil-LAW-Gram, 1213 West 3rd 
street, Cleveland 13, Ohio. Minimum charge 
single copies $1. Copies of these texts are 
always in stock but large orders can be 
promptly filled by reprinting as plates and 
stencils are also kept. 

Complete daily Oil-LAW-Gram service, 
with necessary binders, $100 per year in 
advance. 

Due care and judgment have been taken 
in preparing and publishing these digests 
and in reproducing the original texts but 
the publisher does not warrant their abso- 
lute legal completeness nor accuracy. Im- 
portant isi by the reader should be 
made only after careful study of complete 
texts. 
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For Fighting...Or For You 


Plenty of Yale & Towne’s 

TRI-ROTOR PUMPS (fo £0 

— around... 

ae — The same pumps that are busy ‘‘filling 
- ‘em up” for the Navy and other 

branches of the Services, are now avaztt- 































































able for domestic truck and bulk sta- 














<4: tions. AA-5 priority is required — 
Whe ty. ; 





highest rating given preference. 
In the side compartment of the truck shown above is one Model 80 BV Pump, 
for transferring gasoline to the plane tank, and one Model 20 DV, for deliver- 
ing lubricating oil to the engine. 




















TRI-ROTOR PUMPS are the only modern /ow pressure pumps that operate with 








the power economy of a rotary and have the positive handling characteristics of a 





piston pump. They do not overheat, chew, foam or agitate the product. 





With only three moving parts (two of them pumping members), TRI-ROTOR 





PUMPS are high in efficiency and require minimum maintenance. 






OPTIONAL AND INTERCHANGEABLE — Solid, Integral By-Pass or Variable 
Volume Type Heads. 





PROMPT DELIVERY of truck or bulk station pumps—sizes trom 20 G. P.M. to 
200 G.P.M. When ordering, specity: 
Iron or Bronze Fitted—Type of Head 

Direction of rotation (clockwise or 












counterclockwise, when looking at 
pump from shaft end). Wire or air 
mail to Pump Division, The Yale 
& Towne Manufacturing Company, 







215 Henry Street, Stamford, Conn. 


PUMP DIVISION 


MAKERS OF THE FAMOUS YALE LINE OF LOCKS, 
HARDWARE, HOISTS AND INDUSTRIAL TRUCKS 
































MANUFACTURING COMPANY, MFORD, CONNECTICUT 






















——War-Oil Compliance 








after 12-6-44 is lawful until statement and 
lists in connection with any adjustment of 
ceilings have been filed with appropriate Was 
Price and Rationing Board. Such statement 
and lists must be kept available for examinatio: 
by any person during ordinary business hour: 
Upon customer’s request, any person in 
creasing ceilings under SSR 6 must furnis! 
invoice showing number of hours worked, o 
the flat rate manual or labor schedule numb: 
of the operation performed. Issued 11-6, effex 
tive 12-6. 
OIL BURNER SERVICES IN LOS AN 
GELES, CALIFORNIA AREA—RMPR 165 
Region VIII Order G-1—Area within 25-mik 
radius of Los Angeles city hall considered par 
of Los Angeles City Area for oil-burner-servicin 
ceilings, i.e. $2.50 first hr. and $1.75 secon 
and succeeding hrs. Issued 10-27, effectiy 
11-1. 


GOODYEAR AMPHIBIOUS COTTON 
MARSH BUGGY TIRE AND TUBE RETAII 
CEILING—MPR_ 528, Order 17—$1,075.15 
ceiling set for 120 x 33.5 x 66, 4 ply tir 
and $328.34 for companion heavy duty tub« 
Issued 11-1, effective 11-2. 


NAPHTHA RATIONING—RO 5C, Am. 159 
—See pp. 52-55 11-8 NPN. Issued 11-8 
effective 11-20. 

PREFERRED MILEAGE RATION’ FOR 
CIVIL AIR PATROL INSTRUCTOR—RO 5C 
Am. 160—Preferred mileage permitted for such 
instructor traveling to and from place of in 
struction where pre-flight training courses aré 
given to Civil Air Patrol cadets. Application 
must be certified by liaison training officer 
Issued 11-11, effective 11-15. 


SHIP RATIONS—RO 5C, Am. 161—Ship 
of foreign registry having an FEA individual 
export license for gasoline must present to 
Board FEA authorization of operating ration 
No ration permitted for operation of a ship if 
WSA ration bank account is available to it 
WSA may authorize operator of any foreign 
registered ship to draw checks upon its a 
count, in name of WSA for gasoline for 
operation of ship, signed by operator on behalf 


of WSA. Issued 11-11, effective 11-15. 
STOVE RATIONING—RO 9A, Am. 17— 


Applicants for combination stove burning oil 
or gas in heating part must show eligibility for 
both cooking stove and heating stove burning 
kind of fuel in heating part of stove. Any con 
sumer may acquire stoves for agricultural, ex 
perimental, or technological purposes by use of 
OPA Form R-900. Exclusive sales arrange 
ments entered into before 12-19-42 not con 
sidered discrimination in sales within meaning 
of prohibition established by RO 9A, if between 
12-19-42 and 9-1-43 seller adhered to such 
arrangements, has accepted no orders violating 
arrangements after 11-14-44, and no restrictions 
within established credit requirements, are im 
posed by seller on dealers or distributors com 
ing under arrangement’s terms as to number: 
and kind of stoves he will transfer. Issued 
10-31, effective 11-4. 


SALES OF NEW TIRES AND TUBES BY 
TREASURY DEPT. PROCUREMENT DIVI- 
SION—OPA SO 94, Order 2—Such sales t 
tire and tube manufacturers exempted from juris 
diction of all price regulations. Issued 9-7. 


INDUSTRY ADVISORY COMMITTEES— 
Rev. Proc. Reg. 13—Appointment, functions 
powers, operations, of industry advisory com 
mittees outlined. An “advisory and consultatory 
group”, the committee may make such recom 
mendations to the administrator as it deem: 
advisable upon the preparation of a_ price 
regulation or its amendments. Administrator 
must give consideration to such recommenda 
tions, but he has the responsibility for ultimat 
decisions. Committee may do those _ things 
“reasonably necessary” for performance of its 
functions but beyond this, members have nm 
general immunity from legal limitations imposed 
upon persons taking action together. Issued 
ll-l, effective 11-6. 

CONSOLIDATION OF FUEL RATIONING 
AND AUTOMOTIVE SUPPLY RATIONING 
DIVISIONS—OPA Release—New Division t 
be known as Fuel & Automotive Rationing 
Division, with five branches: Gasoline, Fue] Oil 


NATIONAL PETROLEUM NEws 


























Sehr eS 


a “ .. s, Pag 
fe Esai . i rrr a ¢ tos 


PLAN YOUR PLANT DRIVE NOW! 


on Good Srganization will be needed to sell fhe 6th. The task of raising the huge sum required will be 
nga the most difficult ever asked of Industry. As each new military success brings us closer to Victory, the 
Be public naturally will feel that the urgency of war financing is lessened—whereas it isn't. So organize 
in; now to prevent a letdown on the home-front from causing a letdown on the fighting front. Build your 
plant's payroll campaign around this fighting 8-Point Plan. You don’t have to wait for the official Drive 
in to start— swing into action NOW! 




















ne 1 BOND COMMITTEE— Appoint a 6th War Loan Bond (b) yaa letter to employees from management and 

be Committee from labor, management and each represent- a 

ui ative group of the firm. (d) Meeting schedules, etc. 

BY « 2 TEAM CAPTAINS—Select a team captain, for each 6 CARD FOR EACH WORKER— Dignify each personal’ 

VI 10 workers, from men and women on the payroll—but approach with a pledge, order, or authorization card 
not in a supervisory capacity. Returned veterans make made out in the name of each worker. Provide for a 

ri most effective captains. cash purchase or installment pledge. Instruct each cap- 


tain to put a pencil notation on the card to indicate the 


S- 3 QUOTA—Set a quota for each department and each subscription he expects to solicit from each worker. 


yn employee. 
“ 4, MEETING OF CAPTAINS—Give a powerful presen- 2 BESOLICITATION—People don't mind being asked 
vn tation of the importance of the work assigned to them to buy more than once. Resolicit each employee toward 
* g ‘ the end of the drive in a fast mop-up campaign. Call 


Instruct them in sales procedure. Have them carefully 
study the Treasury Booklet, Getting the Order. fully Pate Sexe — he's ready wits - 


d . . 
ASSIGNMENTS—A bilities for: 
5 ssign responsibilities for § ADVERTISE THE DRIVE—Use all possible space in 


(a) Music, speeches and announcements of the opening 


rally. the regular media you employ to tell the War Bond story, 


Se The Treasury Department acknowledges with appreciation the publication of this message by 


NATIONAL PETROLEUM NEWS 


N¢ 
N¢ 





un 


Oil This is an official U. S. Treasury advertisement prepared under the auspices of Treasury Department and War Advertising Council 
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each individual 












Southeastern 





































SOUTHEASTERN OIL 











INDEPENDENTS! 
Back Up Your 


Association 





If you think you have had troubles and problems 
under war-time regulations, wait ’till the recon- 
version period when you will be competing for a 
greatly reduced demand against large interests whose 
production and refining capacity has been vastly 


expanded for war supply. 


Only by close cooperative action on the part of 
independent oil man—marketer, 
refiner and producer—will it be possible to preserve 
the position of the “‘independent”’ in our petroleum 


industry. This can be done through the associations. 


If you are not a member of your respective 
association, JOIN NOW. If you are a member, 


attend the meetings and take an active interest. 


Oil belongs to six petroleum 


associations—and enthusiastically supports them. 


and @eefremetATES 


Graham Building 
JACKSONVILLE, FLORIDA 


















































TAMPA : MIAMI + JACKSONVILLE 











SAVANNAH : CHARLESTON : 








WASHINGTON :; 















WILMINGTON 
NEW YORK : MEXICO CITY 








——War-Oil Compliance 


Tires, Consumer Durables, 
Fuels. Issued 11-4. 

CRUDE PRODUCERS’ PROCEDURE IN 
APPLYING FOR PREMIUM PRICE ADJUST- 
MENT—OPA Statement re Extension of Strip- 
per Well Subsidy Plan to High-Cost Pools— 
(See p. 11, 11-8 NPN.) 


and Northwest Solid 


War Production Board 


OIL BURNER RESTRICTIONS—L-74 as 
am. 11-2-44—Pot-type or sleeve-type vapor- 
izing oil burners not included in Class B burners, 
restrictions on which were eased in October. 
Issued 11-2. 

BUTYL ALCOHOL—M-I159, Revocation— 
Allocation transferred to M-300. Pending ap- 
plications need not be refiled. Issued 11-7. 


METHYL ETHYL KETONE—M-169, Revo- 
cation—Allocations now under jurisdiction of 
M-300. Pending applications need not be re- 
filed. Issued 11-7. 








METHYL ETHYL KETONE RESTRIC- 
TIONS—M-300, Schedule 64—Listed as an 
Appendix A material. Small order exemption 
54 gals. per person monthly. Suppliers’ appli- 
cation form WPB-2946 (old PD-601), to be 
filed by 17th of month preceding allocation 
month, Customers’ application form WPB-2945 
(old PD-600), to be filed by 10th of month 
preceding allocation when ordering from pro- 
ducer, and by 7th when ordering from supplier 
who is not a producer. Issued 11-7. 


BUTYL ALCOHOL RESTRICTIONS—M- 
300, Schedule 66—Listed as an Appendix A 
material. Small order exemption 54 gals. per 
person monthly for each of the four types of 
butyl alcohol covered. Suppliers’ application 
form WPB-2946 to be filed by 17th of pre- 
ceding month; customers’ form, WPB-2945, by 
the 10th when ordering from producer, by the 
7th when ordering from a supplier not a pro- 
ducer. Separate sets of forms required for each 
kind of butyl alcohol and for purposes of 
protective coating as distinguished from other 
end uses. No producer may, unless otherwise 
authorized by WPB, operate any equipment or 
facilities capable of producing normal butyl 
alcohol for any other purpose, nor may he have 
existing facilities altered in any way which will 
impair that capacity. Issued 11-7. 


CONTROL OVER AVIATION GASOLINE 
—WPB Directive 38, as am. 11-1-44—After 
11-1-44 OPA is authorized to exercise such 
control over sale, transfer, delivery, and use 
of aviation gasoline as is provided in Supple- 
mentary Directive 1Q, as amended. Issued 11-1. 


RATIONING OF AVIATION GASOLINE— 
Supp. Dir. 1Q, as am. 11-1-44—Aviation gas- 
oline, as defined in WPB Directive 38, subject 
to rationing by OPA, excepting the use, amount, 
and delivery of aviation gasoline into tank 
of aircraft or aircraft engine test stand (except 
those of armed forces) if delivery is made by 
person engaged in sale at an airport designated 
by Administrator of Civil Aeronautics who ac- 
quires it for that purpose and is designated by 
CAA as a retail vendor of aviation gasoline, and 
excepting the quantity of aviation gasoline 
acquired by such retail vendor for such purpose 
or by a person for delivery into tank of his 
own aircraft or aircraft engine test stand. Issued 
li-l. 

DETERMINING PURCHASE ORDER RE- 
CEIPT DATE—Pri. Reg. 1, Interp. 12—The 
date an order is “received’’, which determines 
its precedence among other orders bearing the 
same preference rating, means the date speci- 
fications are received in sufficient detail to 
put a product into production, and not the 
date of a bare purchase order without specifi- 
cations. Issued 11-8. 


DELIVERY OF CAPITAL EQUIPMENT— 
Pri. Reg. 1, Direction 6 as am. 11-8-44—Pri 
Reg. 1’s inventory restrictions do not apply to 
capital equipment, jigs, dies, and fixtures ob- 
tained without priorities assistance, to capital 
equipment for which a rating is obtained under 
Pri. Reg. 24, nor to jigs, dies, and fixtures ob- 
tained pursuant to Direction 25 to CMP 
Reg. 5. Issued 11-8. 


MRO SYMBOL AND RATING FOR IN- 
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ORDER NOW 


NEW — REVISED 
Fourth Edition 
PLATT’S OIL DIRECTORY AND OILMANAC 


COMPLETE! ACCURATE! COMPACT! 


Just off the presses!—This new, enlarged, improved edition of Platt’s 
Oil Directory contains the complete address information—names, initials, 
titles, addresses—with postal zones—room numbers and telephone and 
extension numbers—of thousands of oil men and government officials! 


NATIONAL and INTERNATIONAL oil committees, officers and 
boards of directors of Oil Associations and Societies, leading oil companies 
and their public relations men, Washington and District Offices of Govern- 
ment Agencies—are but a few of the many groups in the Fourth Edition of 
Platt’s Oil Directory and Oilmanac. . . . See column at left for a more com- 
plete list, 


SAVES YOUR TIME 





Why have some one waste precious hours of time searching through your 
files for the correct spelling of your correspondents’ names or their proper 
addresses?—Platt’s Oil Directory gives all this information exactly the way 
these men want it to appear. . . . in only 30 seconds time! 


Speed your long distance phone calls, too. . . . Using the right telephone 
and extension number, as listed in the Directory. . . . saves your time and 
reduces the load on telephone personnel and equipment. 


NEW LOW PRICE 





Because of the increased demand for this Directory, the price has been 
reduced to $1.95 per copy. ... LESS IN QUANTITIES. . . . See lower left 
column for the low quantity rates. ... You can now supply your entire office 
economically! 


ORDER NOW FOR IMMEDIATE DELIVERY 





Fill out the coupon below and SEND IT BACK NOW for immediate 
delivery. 


REMEMBER THAT SECRETARIES, STENOGRAPHERS and 
TELEPHONE OPERATORS NEED COPIES TO HELP SPEED THEIR 
WORK! .. . Include copies for each of them in your order below. 


USE COUPON BELOW FOR IMMEDIATE DELIVERY 


111544 
Platt’s War-Oil Communication Services, 
1213 West Third Street, 
Cleveland 13, Ohio. 


Please ship me . copies of the Fourth Edition of Platt’s Oil 
Directory and Oilmanac immediately so that the members of my organization may have 
their own copies for quick reference. 


Check enclosed for $ ; Bill me later . 


WAR-OIL COMMUNICATION SERVICES 


NOVEMBER 15, 1944 















































































WALUABLE Equipment “X_ 
brthy of ADEQUATE PROTECTION” ~~... 





This C-O-TWO wheeled type carbon-dioxide fire extinguisher plays an 
important part in industrial fire protection. Because of its easy mobility 
one man can operate it against sudden or flash fires which might cause 
serious damage and shut-downs by the usual extinguishing methods; fires are 
controlled in seconds, and there will be no damage to materials or machinery. 
C-O-TWO portables, hose units, smoke detecting and fire extinguishing 
systems have played an important part in the production of vital war materials 
and are used as standard fire protection on practically all transportation 
and combat equipment of the Armed Forces. C-O-TWO will definitely 
be basic fire protection in the post war period, and C-O-TWO equipment 
is available for industrial fire protection right now. Write for information. 













































Squeez-Grip Saves Gas—Saves Time—Saves Lives — 
It’s Modern — It’s Faster. 


C-0-TWO FIRE EQUIPMENT COMPANY 


NEW JERSEY 












































NEWARK 1 


id Service i he Principal 




















AFFILIATED WITH PYRENE MANUFACTURING MPANY 



































Quality Compounds for Rust and Corrosion Prevention 
| made better with 
_- SONNEBORN’S 


PETRONATE 


A purified, highly concentrated petroleum 
sulphonate — free from all impurities — abso- 
lutely uniform in all essential properties. 


















Write for Details 



































WHITE OIL DIVISION 


L. SONNEBORN SONS, INC. 



































88 Lexington Avenue, New York 16, N.Y. + Refineries: Petrolia and Franklin, Pa. 











Branch Offices: Chicago, Philadelphia and Los Angeles Stocks carried in Principal Cities 








Southwestern Distributors: Sonneborn Bros., Dallas, Texas 


















War-Oil Compliance ___ 


STALLATION MATERIALS—CMP 5, Direc 


| tion 15 as am. 11-4-44—Any person permitte: 


to install or relocate machinery or equipme: 
under Direction 2 to L-4l1 may use the MR\‘ 
symbol and rating assigned by CMP Reg. 
if in a business on List A of Reg. 5, or tl 
MRO symbol and rating properly assigned h 
by any P or U order for building materials 
install or relocate the machinery or to ma 
building alterations necessary to such instal 


tion. Issued 11-4 


War Manpower Commission 


CRITICAL LABOR SUPPLY AREAS—WM( 
Reclassification of Labor Market Areas—Ce, 
Rapids, Iowa, now in Group I (acute shortag 
De Kalb, Ill., and Anderson, Ind., remov 
from Group I to Group II. Since Octol 
the WMC has specified in its grouping of ind: 
trial cities in each region whether labor sh¢ 
iges exist as to male or female, skilled 


unskilled workers Issued 11-1. 


Office of Defense Transportation 


BILLINGS, MONT., ADDED AS FIELD 
OFFICE—AO ODT 6B, Am, 1—Issued 10 
effective 10-15. 


National War Labor Board 


AUTOMATIC LENGTH-OF-SERVICE IN 
CREASES AND MERIT INCREASES—Releas: 
V-439, Case B-1779—After NWLB reversed 
New York 2nd Regional Board decision orderi: 
automatic length-of-service increases in a t 
and die plant, increases within rate ranges wer 
made on an individual merit basis as determine 
by the company, and employes who felt that 
they were mistreated were given access 
grievance procedure and _ arbitration. Board 
majority opinion states that an equitable pla 
for advancement’ within the rate range of each 
job “should be based upon skill and perform 
ance, and administered in a way that avoi 
discrimination or the fear of discrimination 
The opinion disclaims intending to imply that 
iuutomatic, length-of-service increases should 
be outlawed. Issued 11-3. 


APPROVAL OF VOLUNTARY PROGRES.- 
SION SCHEDULES—5Sth Regional WLB Re- 
lease V-439, Case B-1773—Regional Boards and 
Commissions may approve voluntary progressio 
schedules which do not raise the employe t 
the top of his rate range faster than 12 mont! 
for unskilled jobs, 18 months for semi-skille< 
and 24 months for skilled jobs. Automatic pro 
gression to the midpoint of a rate range may 
be approved if progression is not faster tha 
four months for unskilled jobs, six months for 
semi-skilled, eight months for skilled. Auto 
matic progression steps are to be at regular 
intervals, as evenly spaced as possible. The 
plans outlined are alternative to any othe: 
proper existing progression plan. Issued 11-3. 


APPLICATION OF LITTLE STEEL FORM 
ULA TO COMMISSION RATES—5th Regional 
WLB Release V-440—-NWLB policy does not 
permit Little Steel formula increases to appl) 
to commission sates where actual average ean 
ings have increased substantially more than 


15% since January, 1941. The guaranteed 
weckly rate may, however, be increased to 15 
over the guarantee of January, 1941. “Such 


a guarantee,’ the opinion states, ‘“‘correspond 
to a fixed weekly salary and falls clearly withi 
the operation of the Little Steel Formula 
Issued 11-8. 


ADOPTION OF NEW GENERAL ORDER 
CONCERNING ADJUSTMENTS IN PAY 
RATES ON INCENTIVE PLANS—5th Regional! 
WLB Release V-442—GO 38 (reviewed belo 
codifies regulations on incentive plans and dé 
fines what types of adjustments may be mad 
in piece work rates or established incentiy 
plans without Regional Board approval. N 
change is made in the long standing require 
ment that Board approval must be obtaine 
before employers install new incentive plai 
or make extensive modifications in existi 
plans. When the method, product, tools, mate 
rial, design, or production conditions are altered 
or when a new production item is placed 01 


| an existing incentive or piece-work system, an: 
|} adjustments 


‘ 


‘must maintain the  establishe: 
relationship between earnings and effort, s 
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_ War-Oil Compliance____ 


equivalent earnings will be paid for equiva- 


effort Such adjustments may be made 
t application to Regional Boards for 
val. When incentive or piece-work rates 
iltered without Board approval, and in- 
icies later appear, immediate adjustments 
be ide to bring the rate in line with 
tablished incentive plan. Adequate records 


h stments must be kept, and if 
of workers increase or decrease 
ist show the charges are the 


sed or decreased performance. 


APPROVAL OF CHANGE IN INCENTIVE 
AGE OR PIECE RATE—GO 38—Supersedes 
GO 5, 6, 9, and 31 to extent 

to the institution, change, or 





icentive wage and piece rates 
GO 38 outlined in release im 
r Issued 10-23. 


RECONSIDERATION OF DIRECTIVE 
MRDERS AND BOARD RULINGS—NWLB 
iles of Proc., am.—When a petition for re- 
rat of a Board decision is made in 
ute case, other parties have 14 days from 
t answer in writing, such answer, 
be accompanied by five copies, 
tional copies served on the other 
peal cases the same rule holds, 
14 days after service, the other 
iil answer or comments to the 
ipanied by five copies, with addi- 
copies. Filing of such a petition 
tay any provision of the Board’s 
r rulings. Similar terms apply to peti 
for reconsideration of directive orders and 

¢ Adopted 10-17, filed 11-2. 
PANEI REPORT AND COMMENTS — 
NWLB Rules of Proc., am.—At the time of 


ssion to the Board of comments to a panel 
rt issued after review by a Dispute Division, 
of the comments shall be served on the 
parties to the case, in addition to the 
Di filed for the use of the Board 


bers Adopted 10-28, filed 11-7. 
Foreign Economic Administration 
FILLED METAL CONTAINER EXPORTS 


Gen. Licenses, Am. 246—General license 
nated G-MDC granted authorizing export 
destination of all metal containers, ex- 
cylinders, when filled with any com- 
the export of which has been authorized 
iny type of export license issued by FEA 
Dept f State. Dated 10-11, filed 11-2. 
EXPORT OF METAL DRUMS AND CON- 
rAINERS—Current Export Bulletin 205—Gen- 
licens granted as outlined above does 
lieve packager, producer, or exporter from 
ertinent restrictions in any WPB regu- 
Metal drums subject to L-197, cans to 
[-8] Filled or unfilled metal cylinders de- 
ld gas, regardless of size or ca- 
ty, will not be authorized for export under 
nse, but exporters may now submit 
ipplication covering both cylinders 
valves, instead of separate ones formerly 


vlinders are to be filled prior 
xport with a commodity requiring individual 

1 second application must be filed 
ring the contents. Issued 11-2. 


Dept. of Labor—Wage & Hour Div. 


DISSOLVING OF INDUSTRY COMMIT- 
rEES—AO 342—Committee No. 60 for the 
emical, Petroleum and Coal Products, and 
Manufacturing Industries, No. 63 for 
Wholesaling, Warehousing, and Other Dis- 
tion Industries, and No. 66 for the Metal 
Coal, Petroleum and Natural. Gas Ex- 


tion Industries dissolved, along with numer- 

ther committees, since their recommenda- 
of minimum wage rates has been made 
carried out. Issued 9-20. 


Executive Orders 


EXTENSION OF CERTAIN POWERS TO 
S. MARITIME COMMISSION AND WSA 
IMR.—EO 9495—Articles entered for con- 
ption, or withdrawn from warehouse for 
umption on or after 8-1-44 are under 
itime Commission or WSA jurisdiction. 
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VALVE ACTION largely affects compressor ef- 
ficiency. The Kellogg design employs light 
wafer-type valves with removable seats both at 
inlet and outlet. With only five parts, this as- 
sembly avoids sticking, giving long trouble- 
free service; it’s one of the extras put in by 
Kellogg engineers to give most air per 
dollar ‘from raeiart, gaat sox compressors. . 
AMERICAN BRAKE SHOE COMPANY 


AIR COMPRESSORS + PAINT SPRAY EQUIPMENT - CAR LIFTS - CAR WASHERS 
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ARKANSAS ASSN. DEBATES GROUP BUYING 





(Continued from p. 16) 

sible amendment to PAOI12 expected 
soon, which if issued, would permit con- 
struction and installation of equipment 
at bulk plants where the total cost does 
not exceed $5,000 for the complete job, 
and at consumer accounts and retail out- 
lets where the total cost does not ex- 
ceed $1,000. 

“In cases where permission is re- 
quired to exceed these limits,” he said, 
“it will be necessary to file PAW Form 


80.” 
Tells of ‘Three R’s’ 


In pursuing his topic, “The Three 
R’s’—Restriction, Relaxation and Revo- 
cation—he mentioned the reduced per- 
sonnel in PAW offices as outlined in 
Mr. Davies’ recent public statement’ tell- 
ing of reduction from 1438 persons in 
July, 1943, to 1156 on Oct. 1, 1944. 

The PAW office for Dist. 3 at Hous- 
ton, Mr. Thompson said, had a peak of 
100 employes in October, 1943, which 
has been reduced to 52 at the present 
time. 

“This has enabled a reduction in sal- 
ary expense from $28,350 to $19,275 
per month,” he said, “and in travel ex- 
pense from $2,200 to around $700 or 
$1,000 monthly.” 

Regarding further reductions, about 
which PAW’s D. & M. director, Walter 
Hochuli, asked this week, Mr. Thomp- 
son said the next move would be to 
close up shop when the time for that 
arrived. 

Here: he recalled that still another 
directive covering the movement of 
products between zones had again been 
recommended for revocation by the gen- 
eral committee. 

H. E. Perkins, southwestern division 
manager for Tide Water Associated at 
Tulsa, who switched places on the pro- 
gram with Mr. Martin, presented an 
optimistic independent jobber picture. 
He called the “boss man” in jobber op- 
erations the master key to success in 
postwar profits, which he said would be 
milked down to strippings. 

“The wrong side of the street won't 
worry the jobber with the right prod- 
ucts,” he continued. “That’s better than 
being on the right side of the street with 
the wrong products!” 


Three Axioms for Jobbers 


Postwar jobber activities, he asserted, 
must be timed to these three axioms: 

1. In business, a man progresses or 
not, roughly, as he meets public need. 

2. It is absolutely essential that bus- 
iness be profitable. 

3. What’s good for the people is good 
for business. 

In pointing up these precepts, Mr. 
Perkins said that the successful market- 
er, almost without exception, must sell 
himself, the company making his prod- 
ucts, and his services and ‘ability as a 
going concern to carry through to the 
end of every deal. 
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He cautioned the jobbers to not get 
excited about super-duper gasoline after 
the war “because I don’t believe there 
will be any offered of more than 84 or 85 
octane. 

“Cars can’t use it,” he said. He doubt- 
ed that oils offered in the first five post- 
war years would be detergent. 

“The money dealers had tied up in 
credit cards,” he said, “is now in the 
bank—or should be. They can’t pur- 
chase new computer pumps, and _ that 
money is in the bank, too. Shortages of 
other things to buy also puts money in 
the bank—or should. This,” he added 
up, “should equal (1) reserves for taxes; 
(2) reserves for new equipment; and 
(3) reserves for credit cards if we 
have to go back to them. 

“I believe every jobber should do 
some advertising,” he said, “in addition 
to what he gets nationally, all of which 
should be placed locally to tie in with 
fishing tackle or whatever else a dealer 
sells in his town. You may be working 
18 hours a day with more business than 
you can handle,” he said, “but you must 
keep your name before the public.” 

At the conclusion of Mr. Perkins’ ad- 
dress, other suppliers and major com- 
pany representatives present were called 
upon for comment by President Haering. 

J. D. Wooten of Mid-South Oil Co., 
Memphis, Glen Ames of Phillips and 
others responded, bringing the afternoon 
meeting to a close in a sort of open fo- 
rum discussion. 





MIDWEST 


(Continued from p. 13) 


position in event of death of either or 
both jobbers. However, this particular 
large company appears to take a keen 
interest in continuing the set-up for it 
has already inquired whether or not the 
son of one of the jobbers now in military 
service would like to follow in his father’s 
business foesteps when he ieturns from 
the war. 

The two jobber partners have found 
the arrangement to their mutual benefit 
for it insures them a permanent supplier 
connection and fair treatment for the 
only profits of both major company and 
jobbers are through the subsidiary com- 
pany, which subsidiary the major com- 
pany has turned over to the jobbers to 
manage. Once or twice a year the job- 
bers visit headquarters and fraternize 
with the big company president. 

2 = 2 


Estimates vary as to how much busi- 
ness will be done through the hundreds 
of “poor man bulk plants” now being 
installed by some oil companies through- 
out the Midwest, but one company has 
it figured out this way: they install 4000- 
gal. storage at each of their service 
station-bulk plant locations and _ fully 
equip it, including a delivery truck. Then 
a manager is hired on a salary, working 
against %c commission. “We figure he'll 
sell 5000 gallons monthly at the station 


and about 25,000 gallons monthly 
farmers, thus making himself $8000 .r 
$10,000 annually,” said one of the coni- 
pany heads. 





WASHINGTON 





(Continued from p. 12) 

and Lubricants Division as a permane 
organization. Plans to that end alrea 
are being formulated , . . House oil su 
committee, chairmaned by Rep. Lea, 
California, is preparing a report, in 
laboration with PAW and other agenci 
which will bring oil situation down 
date. Look for it in 3 or 4 weeks . 
Reports here are that the “last remnant 
of several of the war agencies that deal 
with business may be transferred during 
their liquidation stage to the Commer 
Department, among them WPB and 
OPA. There is also talk of creating a 
new department, a Department of Trans- 
portation, which would take over tl 
functions of various of the independe 
boards and commissions, such as ICC and 
Maritime . . . A history of PAW and its 
part in the war program is being pre- 
pared at PAW under guidance of a com- 
mittee composed of Dr. John W. Fre) 
Spencer Robinson and Chandler Ide . . . 
Ken Darling, chief of the Fuel Oil Sec- 
tion of PAW’s D & M Division, is slat- 
ed to return to Socony-Vacuum Dec. |! 

. Another “PAW official who may be 
pulling up stakes around the year-end 
is Bruce C. Clardy, assistant S & T direc- 
tor .. . The Housé is expected to giv: 
a quick okay, within the next week or so, 
to the Senate-approved bill authorizing 
a $1,350,000,000 post-war roads con- 
struction program. 





Se 


Coming Meetings 











NOVEMBER 

Society of Automotive Engineers Air Trans- 
port and Engineering Meeting, Kansas City, 
Nov. 16-17. 

Maine Independent Oil Marketers Assn., Pen- 
obscot Exchange Hotel, Bangor, Me., 
Nov. 16. 

Rocky Mountain Oil and Gas Assn., Casper, 
Wyo., Nov. 17. 

American Society of Mechanical Engineers, 
Mid-Continent section, Tulsa Bldg., Tulsa, 
Nov. 17. 

South Dakota Independent Oil Men’s Assn.. 
Mitchell, S. D.. Nov. 27-28. 

DECEMBER 

Wisconsin Petroleum Assn., Schroeder Hotel, 

Milwaukee, Wisc.. Dec. 12-13. 
JANUARY 

Northwest Petroleum Assn., North Dakota and 
Minnesota section, Jan. 4-5, Radisson Hotel 
Minneapolis, Minn., Jan. 4-5. 





Correction 

NPN News Bureau 

CLEVELAND — In a story of the 
explosion of the East Ohio Gas Co.’s 
liquefying plant here on Oct. 20, 
NPN’s Oct. 25th issue stated that 
East Ohio is a subsidiary of the Stand- 
ard Oil Co. (N. J.). This is not true. 
On orders of the Securities and Ex- 
change Commission two years ago, 
Standard Oil divested itself of East 
Ohio. NPN regrets the error. 
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Oil Markets —— 





Market Reports 


ATLANTIC COAST — Supplier in 
ksonville posting the high of 7.845- 
se range for gasoline of 70-74 oct., in 

k cars, dropped his price to the ceil- 

of 7.845c in compliance with Amend- 

nt 17 to MPR 88. 

Marketers have expressed a divided 

nion on prevalent issue that shortages 
of heating oils are not moving out of 
terminals. Some, especially in Phila- 
delphia area, said that stockpiles were 
building up since weather has been too 
warm for consumers to fill tanks. Other 
distributors claimed products are mov- 

out in good order. Immediate ac- 
tion on the part of consumers to recon- 
rt from coal to oil as a means of de- 
pleting otherwise loaded storage tanks 
is anticipation of suppliers. 

\ good many believe, however, that 
consumers are reluctant to reconvert 
again, 

3° 2 o 

CALIFORNIA—Prices remained un- 
changed throughout the week. Untreated 
naphtha and stoddard solvent supplies 
were tight due to increased industrial 
demand and military requirements took 
up most of the lubricating oils. New 
production at Elk Hills has opened up 
the refinable crude market slightly. 

cod ° ° 

GULF COAST — No price changes 
were reported throughout the Gulf area 
during the week. ‘Transportation avail- 
ability has improved, reported several 
refiners who said eastern suppliers could 
move products eastward if they could 
buy materials. Gasoline is the product 
which is most closely held and demands 
continue to outweigh available supplies. 
Light ends are moving out in good order 
while heavy fuels are less in demand. 


= o o 


MIDCONTINENT—No price changes 
reported during the week. Gasoline de- 
mand holding firm in Midcontinent and 
calls from Midwest and East Coast in- 


creasing. Kerosine call lagging in most 
areas. Though over-the-road transpor- 
tation has improved, clean tank cars said 
to be tightening again. 

Oklahoma refiner reported inter-re- 
finery sales totaling 20,000 bbl. of house- 
brand gasoline, part of which is to be 
shipped to Midwest and rest to East 
Coast over November in buyers’ cars 
at 5.875c. 

Five cars Grade 26-70 natural gasoline 
reported sold at 4.75c f.o.b. Group 3, 
and one car reported sold at 4.375c f.o.b. 
Breckenridge. 

o se] 2 

MIDWEST — Heating oil demand 
picked up last week as weather turned 
colder. Jobbers formerly negligent in tak- 
ing material out of supplier’s storages 
began asking for delivery of previously 
placed orders. While supplies of all 
grades but No. 1 and, in some spots, 
range oil, are plentiful now some refiners 
and marketers look for tighter position 
during the first part of December when 
jobber and consumer storages will have 
dwindled. 

Majority of refiners and marketers re- 
ported little difficulty in handling demand 
for housebrand gasoline despite large 
quantities going to eastern buyers. Ethyl, 
of course, remains extremely short. Third 
grade gasoline plentiful with the ending 
of farm demand. 

Midwestern marketers anticipate de- 
cided drop in sales of lighter naphtha with 
institution of rationing of the lighter prod- 
ucts. Heavy naphthas, which remain un- 
rationed, are receiving greatest call in 
years, according to reports. 


o ° ° 


PENNSYLVANIA — Prices remained 
firm throughout the week despite avail- 
ability of most refined products. Bright 
stock was offered by several refiners if 
the buyers would take some neutrals. 
Cylinder stocks, steam refined, still dif- 
ficult to obtain as greater part of pro- 
duction of lubricating oils has been 
turned into higher viscosity oils. 


Fuel oils have been in heavy demand 
in industrial areas where insufficient 
transportation has delayed filling of or- 
ders. Crude scale wax still easy and 
under steady domestic demand. 





CRUDE PRICES 


Since changes in crude oil prices 
are so few, the two pages of crude oil 
price tables hereafter will be printed 
only when there are sufficient changes 
in prices to warrant. 


In the meantime a record is being 
kept in the Cleveland office of NPN 
and OILGRAM from which the pub- 
lishers will be glad to make proofs, 
or letters or affidavits as to what the 
prices are, and without charge to reg- 
ular subscribers. Changes in crude 
oil prices will be specially noted in 
this market section when made. 


Crude Price Changes 


Magnolia Petroleum Co. announced 
changes effective Aug. 1, 1944 in 
starting points of schedules for Okla- 
homa: Oklahoma, exclusive of Cement 
pool in Caddo County, Oklahoma City 
pool in Oklahoma County; Bald Hill, 
Edna East and Pollyanna pools in 
Okmulgee County and Kellyville and 
Slick pools in Creek County, begin- 
ning with Below 21 at $0.85 instead 
of Below 20 at $0.83; Cement pool 
and Oklahoma City pool, beginning 
with Below 16 at $0.70 instead of 
16-16.9 at $0.73. 

Standard Oil of Louisiana an- 
nounced 20c increase in price of 
Lisbon Distillate, $1.20 to $1.40. 

Pan American Production announced 
increase in price of Willamar Crude 
from $0.9846 to $1.00. 

For latest table of crude prices 
published, see NPN, Oct. 25, pages 
60, 61 and 53. 














Summary of Daily Gasoline Prices (November 6 to November 13) 


U. 8S. Motor (ASTM octane) 
76 octane Ethyl: 
Oklahoma 
Mid-Western (Group 3 basis) 
N. Tex. (For shpt. to Tex. & N. M 
W. Tex. (For shpt. to Tex. & N. 
70-74 octane? 
Oklahoma 
Mid-Western (Group 3 basis) 
N. Tex. (For shpt. to Tex. & N. 
W. Tex. (For shpt. to Tex. & N. 
63-66 octane? 
Oklahoma 
Mid-Western (Group 3 basis) 
N. Tex. (For shpt. to Tex. & N. 
W. Tex. (For shpt. to Tex. & N. 
60 octane & below: 
Oxlahoma 
Mid-Western (Group 3 basis) 
N. Tex. (For shpt. to Tex. & N. 
W. Tex. (For shpt. to Tex. & N. 
Motor Gasoline, 70-74 oct. 
New York harbor 
New York harbor, barges 
Philadelphia district 
Baltimore district 
Motor Gasoline: 
Western Penna. Bradford-Warren: 
“Q” Gasoline, Min. 70 Oct. (ASTM) 
Western Penna. Other Districts: 


“Q” Gasoline, Min. 70 Oct. (ASTM) 


Monday 


Friday 
Nov. 13 


Nov. 10 


6.75 


625 (1) 
625 (2) 
.625 (1) 
.75 (1) 


.625 (1) 
.625 (2) 


Oo MO No 
Ooo os 


tots 
toe 
tots 


.075 


075 
825 


eonmo 


7.625— 8.225 
7.725 


7.625- 8.225 
7.725 


Thursday 


.75 (1) 


ao gaan oon 


7.625- 8.225 
7.725 


Wednesday 
Nov. 8 
6.75 
6.75 


625 (1) 
625 (2) 
625 (1) 


625 (1) 
.625 (2) 
-625 (1) 
.75 (1) 


7 
7 
5 
5 
5 
5. 
5 
5 
5 
5 
5 


FV aa ooo 


tone 


.075 
.075 
825 
7.625-— 8.225 
7.725 


7.625-8. 225 
7.725 


Note: To conform with Article IV of MPR 88 as amended Aug: st 15 we are substituting 70-74 oct. ASTM for the old 72-74 oct. ASTM. We 
continue to include in this group, Housebrand quotations. 
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Refinery Operations ’ 
(American Petroleum Institute figures in thousands of barrels of 42 gal. each. Figures include te- 
ported totals plus estimate of unreported amounts and are therefore on a Bureau of Mines basis.) 


















Daily Per Cent of Per Cent of 

Potential Refining Daily Reporting 

Refining Capacity Average Crude Capacity 

Capacity Reporting Runs to Stills Operated 

Week Ended Week Ended Week Ended Week Ended 
Districts Nov. 4 Oct. 28 Nov. 4 Oct.28 Nov. 4 Oct.28 Nov. 4 Oct. 28 
Combined ® *® 2,518 90.3 2,447 ‘ 97.2 
East Coast 729 100.0 : 731 100.3 
Appalachian (Dist. No. 1) 130 130 83.9 83.9 100 107 76.9 82.3 
Appalachian (Dist. No. 2) 47 47 87.2 87.2 57 59 121.3 125.5 
Ind., IIL, Ky. 824 824 85.2 85.2 771 754 93.6 91.5 
Okla., Kans., Mo. $18 418 80.2 80.2 338 375 80.9 89.7 
Inland Texas 278 66.9 218 78.4 
Texas Gulf Coast 1,165 90.5 1,093 93.8 
Louisiana Gulf Coast 242 95.5 272 112.4 
No. La., & Arkansas 104 68.0 72 69.2 : 
Rocky Mt. (Dist. No. 3) 13 13 17.0 17.0 11 1] 84.6 84.6 
Rocky Mt. (Dist. No. 4) 141 141 58.3 58.3 102 103 72.3 73.0 
California 817 817 89.9 89.9 805 802 98.5 98.2 
Total U. S.—B. of M. Basis 4.908 1,908 87.2 87.2 4,570 4,658 93.1 94.9 
U. S.—B. of M. Basis 
Nov. 6, 1943 4,097 


Gasoline Production 
at Refineries inc. 
Natural Blended 

Week Ended 


Stocks of Fin- 
ished and Un- 
finished Gasoline 
Week Ended 


Total Stocks 
Gas Oil & 
Distillates 

Week Ended 





Total Stocks 
Residual Fuel Oil 
Week Ended 









Districts Nov.4 Oct.28 Nov.4 Oct.28 Nov.4 Oct.28  Nov.4 Oct. 28 
Combined ® ® ; 7,065 36,524 , 26,811 : 21,816 
East Coast 1,831 12,301 ; 14,793 ‘ 11,046 ; 
Appalachian (Dist. No. 1) 315 279 2,364 2,330 517 511 345 324 
Appalachian (Dist. No. 2) 184 154 1,319 1,321 192 91 127 137 
Ind., Ill., Ky. 2,710 2,761 *16,126 16,503 °6,801 7,023 3,889 3,991 
Okla., Kans., Mo. 1,359 1353 *7,037 6,896 °*2,465 2,334 1,657 1,650 
Inland Texas 842 2,634 ; 398 ; 645 
Texas Gulf Coast 3,565 14,192 , 8,308 8,533 
Louisiana Gulf Coast 767 4,258 2,244 ; 1,023 
No. La. & Arkansas 211 2,409 731 ; 319 ; 
Rocky Mt. (Dist. No. 3) 35 35 70 61 19 14 29 29 
Rocky Mt. (Dist. No. 4) 369 377 1,500 1,444 393 387 610 590 
Calitornia 1,964 2,093 14,199 13,929 11,616 11,592 35,221 35,687 
Total U. S.—B. of M. Basis 14,152 14,117 +78,409 79,058 48,477 448,705 63.444 t64,382 
U. S.—B. of M. Basis 

Nov. 6, 1943 12,193 68,674 44,807 63,398 







tComposed of 13,396,000 bbls. of unfinished,39,596,000 bbls. civilian-grade automotive and 
25,417,000 bbls. aviation, military, solvents and naphthas, and gasoline blending stocks currently 
indeterminate as to ultimate use. 

°As of Oct. 28th the following amounts were transferred from Ind., Iil., Ky. district to Okla.. 
Kans., Mo. District: Gasoline, 216,000; Kerosine, 42,000; Gas oil and Distillate, 112,000 bbls 

*°Includes East Coast, Inland Texas Gulf, Louisiana Gulf and North Louisiana-Arkansas 
districts. 

{On new basis due to transfer of 
Residual Fuel. 


U. S. Crude Oil Production 


(American Petroleum Institute figures) 











158,000 bbls. in Texas Gulf Coast 


from Distillate to 








N.P.N. Gasoline Index 































WEEK ENDED Dealer Tank 
Barrels Barrels T.W. Car 
(Daily Average) Cents Per Gal. 
Nov. 4, Oct. 28, Nov. 13 10.38 5.50 
1944 1944 Month ago 10.40 5.50 
Oklahoma 360,000 347,350 Year ago 10.45 6.92 
Kansas 260,250 286,950 Dealer index is an average of “undivided” 
Nebraska 950 950 dealer prices, ex-tax, in 50 cities. 
Texas 2,132,800 2,133,350 Tank car index is weighted average of fol- 
Louisiana 363,950 363,050 lowing wholesale markets for regular-grade 
Arkansas 80,500 80,850 gasoline, FOB refineries or terminals: Okla., 
Mississippi 49,300 49,050 Mid-Western, W. Penna., Calif., N. Y. Harbor, 
Alabama 200 200 Philadelphia, Jacksonville, Boston and Gulf 
Florida 50 50 Coast. 
Illinois 204,000 200,250 
Indiana 13,300 13,100 
Eastern (IIL, Ind. & 
Ky. excluded) 68,050 68,000 ‘ 
Kentucky 30,850 28.950 Pennsylvania Crude Runs 
Michigan 46,550 48,200 : ; 
Wyoming 98,450 100,850 (Compiled by National Petroleum Assn. from 
atin 21.050 21.350 reports of all companies refining Pennsylwanio 
Colorado 9,250 9,300 crude. Figures in bbis.) 


New Mexico 
California 


DAILY AVERAGE 
Week Ended 
Oct. 28, 1944 
69,647 


104,900 
875,500 


104,900 
884,200 





Week Ended 
Nov. 4, 1944 
63,789 


Week Ended 
Nov. 13, 1943 
69,133 









Total, U. S. 4,719,900 4,740,900 





Crude Production & Runs to Stills 
(Millions of Barrels) 


Crude Oil Stocks 


(Bureau of Mines Figures in thousands of bbls. ) 





Change 
from 
Grade or Origin Oct. 28 Nov.4 Oct. 28 
Penna. Grade 2,349 2,371 
Other Appalachian 1,594 1,527 — f 
Lima-Michigan 846 880 4. 
Illinois-Indiana 14,764 14,477 —2 
Arkansas 2,941 2,838 —! 
Kansas 8,472 8,706 +2 
Louisiana: 12,709 12,840 +1] 
Northern 3,447 3,451 . i 
Gulf Coast 9,262 9,389 +] 
Mississippi 972 1,088 ] 
New Mexico 6,360 6,170 —14) 
Oklahoma 29,612 29,501 —|) 
Texas: 110,264 110,876 +6)? 
East Texas 19,761 19,559 —20)2 
West Texas 81,914 32,673 +759 
Gulf Texas 30,074 29,975 — 99 
Other Texas 28,515 28,669 +154 
Panhandle 6,237 5,953 —254 
North 7,062 7,235 +173 
South 6,624 6,543 — dl 
Other 8,592 8,938 +346 
Rocky Mountain 7,284 7,260 — 24 
California 21,796 21,495 —301 
Foreign 3,272 2,865 —407 
Total gasoline-bear- 
ing in U. S. 223,235 222,894 —34 
Heavy in California 6,656 6,589 — 67 





Gasoline Stocks 
(Millions of Barrels) 


Gas Oil & Distillate Stocks 
(Millions of Barrels) 








Residual Fuel Oil Stocks 
(Millions of Barrels) 





Crude Oil Stocks 
(Millions of Barrels) 


at Spgn no Wades ners be 





Lid (0) Date) 1 O¥ TED 
* 


Terminals and by 


Tank Wagon 


Prices herewith are reproduced from Platt’s 
OILGRAM Daily Oil Price Service, associated 
with National Petroleum News, whose repre- 
sentatives in all NPN-OILGRAM offices devote 
their time exclusively to reporting oil indus- 
try prices everywhere. 

Prices shown are actual sales prices, or quo- 
tations meaning sellers’ general offers or posted 
prices; for current sales and shipment; for the 
business day or period stated; except Tank 
Wagon prices, prices are for bulk lots such as 
tank car and motor transport; barge or tanker 
cargo lot prices are identified; FOB refineries 
or terminals; in cents per gal. except where 
shown in bbls. of 42 gals.; ex all fees and 
taxes; for erude oil and its products lawfully 
produced and transported; reported as received 
by OILGRAM and National Petroleum News 
but not guaranteed; for subscribers’ private use 
only and not for resale or distribution or publi- 
cation. For further details of price conditions 
apply to any NPN-OILGRAM office or see back 
of any OILGRAM Price Service invoice. 


For complete price service delivered daily 
from nearest OILGRAM publishing office, New 
York, Cleveland and Tulsa, Okla. address Platt’s 
OILGRAM, 1212 W. Srd St., Cleveland (13), 
Ohio. Annual subscription rate payable in ad- 
vance $100 per year via train mail and $125 
per year via air mail. 


Refinery 
Prices 


H —U. S. Motor 
Gasoline (A S T M) ex- 


cept where otherwise 
specified. 
Prices in Effect 
Nov. 13 Nov. 6 
6.75 


OKLAHOMA 
76 oct. Ethyl... 
70-74 oct 
63-66 oct... .. 
60 oct. & below. 
MID-WESTERN 
. oct. Ethyl. 7s 


aw 
aw 
~ 
= 


AAan 
Sut mann: 


5.875 
5. 
5.2 


(Gre basis) 


= 


Mw 


aro 


210 
tp 


63. 66 oct. 
60 oct. & below. 5.2 
N. TEX. (For shpt. to Tex. 
76 oct. Ethyl... 7 
70-74 oc 5.875 
63-66 oct... 5.625 (1) 
Pig & below. 5.2 - 5.25 : 
. TEX. (For shpt. to Tex. & N. M. dest’ns.) 
76 oot. Ethyl... 7 (2) 7 (2) 
5.875 5.875 
5.75 (1) 5.75 (1) 
5.25 5.25 
(Prices to truck transports) 
7 (2) 7 (2) 
5.875 (2) 5.875 (2) 


62 oat. & below. 5.25 (2) 5.25 (2) 
KANSAS (For Kansas destinations only) 


76 oct. Ethyl... 7.2 - 7.3 7.2 =-7%.3 
6.2 


9 (2) 
5 


nN 
wn 
Ni 
as 


a 4 


63- 66 oct. 
60 oct. & be low. 


CENT. W. TEX. 


60 oct. & below. 5.5 
ARK. (For shipment to Ark. & La.) 
76 oct. pa ‘ 7 (1) 7 (1) 
70-74 oct.. ‘ 5.875 (1) .875 (1) 
62 oct. en ean 
60 oct. & iii 
unleaded 
WESTERN PENNA. 
Bradford-Warren: 
Q” Gasoline Min. 
70 Oct. (ASTM) 7.625-8.225(a) 
Other districts 
“OQ” Gasoline, Min 
70 Oct. (ASTM) 7.725 7.725 
a) Highs and lows for Schedule D area, in MPR 
88 and outside Schedule D area, respectively. 


5.25 (1) 
(Motor gasoline) 


7.625-8.225 (a) 





Prices in Effect Noy 13. Nov. 6 


CENTRAL MICHIGAN (FOB Central Mich. 

refinery group basis for shpt. within Mich.; shpts. 

ny originate at plants outside Central group.) 
Motor: (Oct. ASTM): 


7.875- 8.375 7.875- 8.375 
. tun gasoline, rary _— 
excluding 
troit shpt. 6 


OHIO (S. O. Ohio quotations for statewide de- 
livery and subject to exceptions for local price 
disturbances). 
8.25 

CALIFORNIA U.S. Motor: 
76 oct. (Ethyl).... 7.5 - 8.75 7.5 
70-74 oct. 6.5 -7.75 6.5 
65 oct. lo 

(3rd grade) 6.5 -6.75 6.5 


8.25 


- 8.75 
- 7.7% 


- 6.75 


Kerosine, & Gas Fuel Oils 


OKLAHOMA 


41-43 grav. w.w... .375 4.375 

ae eee. w.w... : 4.5 

Range oil. . nae 

See I. 6 00500 .875 3.875 
3.625, 3.625 


No. 1 straw 
3.5 (2) 
$0. 30 0 ‘92 $0 .90-$0 . 97 
$0.97 (2) $0.97 (2) 


MID-WESTERN 


41-43 grav. w.w... 

42-44 grav. w.w... 

Range Oil 

1 |e 
. 2 straw 


(Group 3 basis) 
4.375 
5 


$0.97 (1) $0.97 (1) 
N. TEX. (For shpt. to Tex. & N. M. dest’ns.) 


41-43 grav. w.w... 4.375 4.375 
42-44 —. w.w... 4.5 (1) 4.5 (1) 
No. 1 ae 3.875 (1) 3.875 (1) 
No. 6 ~* $0.97 (2) $0 .97 (2) 


AMARILLO, TEX. (For shpt. to W. Okla. & 
Tex. differential territory.) 


42-44 grav. w.w... 4.5 (1) 


KANSAS (For Kansas destinations only). 


41-43 grav. w.w... No Price No Price 
42-44 grav. w.w... 4.7 4.7 

No. 1 p.w 
No. 6 fuel 


ARK. (For shipment to Ark. and La.) 


41-43 grav. w.w... 
42-44 w.w. kero... 


4.5 (1) 


4.1 4.1 
$0 .95-$1.02 $0.95-$1.02 


4.5 (1) 
3.625 (1) 
3.5 (1) 
Tractor 
shpt. to 
points only 5.125 (1) 
Diesel A rad 52 & 
4 (1) 
4.25 (1) 


WESTERN PENNA. 
Bradford-Warren: 


6.55-7.55(2&b) 6.55-7.55(2&b) 
. 6.125-7. 125 (2&b) 6. 125- 7.125(2&b) 
. 6.25-7.25(1&b) 6.25-7.25(1&b) 
36-40 gravity. 6. 62 5-6.75(2)  6.625-6.75(2) 
(b) Highs and lows for Schedule D area, in 
MPR 88 and outside Schedule D area, respectively. 
Other districts: 
45 grav. w.w...... 7 - 7.425 
46 grav. w.w 7.25 -— 7.425 
47 grav. w.w...... 7.375- 7.775 
No. 1 fuel 6.875-— 7.175 
No. 2 6.75 - 7,175 
ae 6.75 - 7.175 
36-40 grav. Pitts- 
burgh dist. prices 
excluded 6.625-7.175 6.625-7.175 


CENTRAL MICHIGAN (FOB Central Mich. 
refinery group basis for shpt. within Mich.; shpts. 
may originate at plants outside Central group.) 
47-49 gravity w.w. 5.8 - 6 5.8 -6 
P.W. Distillate. 5.5 5.5 
No. Som oil, Straw 5 
4.5 (2) 
Fuel Oils (Vis. at 100). 
300-500 Vis... . 4.14(1) 
100-300 Vis. 4.5 
OHIO ‘S. O. quotations for wie dativers) 


5 
4.5 (2) 


ved 


Prices in Effect 





Noy. 13 

CALIFORNIA 

40-43 grav. w.w... 5 -7 -7 

San Joaquin Valley: 
Heavy fuel 
Light fuel 
Diesel fuel 
Stove dist 

Los Angeles: 
Heavy fuel 
Light fuel 
Diesel fuel... .. 
Stove dist 

San Francisco: 


$1.10 (2) $1.10 (2) 
$1.20 (2) 
4 (2) 


5 (2) 


$1.10 (2) 
$1.20 (2) 
4 (2) 
5 (1) 


$1.10 (2) 


$1.15 (1) 
$1.25 (1) 
4.5 (1) 
Stove dist... ... 5.5 (1) 5. 5 (1) 
NOTE: All above heavy fuels meet Pacific 
fication 400; light fuel, spec. 300; Diesel eels, 
spec. 200; and stove distillate, spec. 100. 


Lubricating Oils 
Prices in Effect 
WESTERN PENNA. 


Prices are for sales made, or offers reliably re 
ted, to jobbers & compounders only. 
iscous Neutrals—No. 3 col. Vis. ai 70°F. 
200 Vis. (180 at 100°) 420-425 fl. 
38 (1) 
37 (1) 
36 (1) 
28-33 
150 Vis. (143 at 100°) 400-405 fl. 
ae 36 (1) 
10 p.t.. sen 35 (1) 
15 p.t.. nia 34 (1) 34 (1) 
re 26-31 26-31 
NOTE: Limited quantity neutrals available to 
regular trade. 





Nov. 13 Nov. 6 


38 (1) 
37 (1) 
36 (1) 
28-33 


36 (1) 
35 (1) 


Cylinder Stocks: 


~ 3 stk., 145-155 vis. af 210°, 540-550 f1., No. 8 


5 (1) 5 (1) 
.5 (1) (1) 


5 


3 
2 
2 
1 
1 
1 
1 


0. 
9. 
5 
5 
5 
6 
7 


MID-CONTINENT 
Neutral Oils 
Pale Oils: 
Vis. _ Calor 


(F. o. b. Tulsa) 
(Vis. at 100° F. 0 t0 10 P.P.) 


11.5 (1) 
12 (1) 
No Price No Price 
16-17 .5(2) 16-17.5 (2) 
Bright Stock—Vis. ai 210° 
is. 27 (1) 27 (1) 
150-160 Vis. D: 
23 
22 .5-23 
23 (1) 
22 (1) 


22 (2) 
8.5 (1) 
10-11 os 


23 
22.5-23 
23 (1) 
22 (1) 
22 (2) 
8.5 (1) 


10-11 aes 


-P 
150- 160 Vie" ae 
me D: 
to ee 
a 


NOTE: Discounts of 0.5c to lc on bright stock 
and 0. Se to 2c allowed for ceutrals, 10 car lots, 
and to “meet competition.” tsrokers offering et 
greater discounts. 


SOUTH TEXAS (Neutral Oils) 


Pale Oils (Vis. af 100°F.) 
Vis. Color 


(Continued on next page) 





NOTE—Parenthetical figures after prices indicate number of com- 
Panies quoting when less than three companies are quoting. 


OVEMBER 15, 1944 


NOTICE—Owing to great demand, refiners generally limit quota- 





tions tor 


sand refuse bids, though higher, from others. 


Refiners’ prices and sales shown; bids reported in market leads 





Refinery Prices (Continued) 


Prices in Effect Nov. 13 Nov. 6 
Red Oils: 
100 No. 6.5 (2) 6.5 (2) 
8.75 8.75 


9.25 9.25 
10 10 
10.25 10.25 
10.375 10.375 
10.5 10.5 


CHICAGO (From Mid-Continent p.l. crude.) 
Neutral oils vis. ai 100° F. 0 to 10 p.p. 


Pale Oils 
Vis. Color 


60-85—No. 2.... 9 (1) 
9.25 (1) 


1 
15.5 (1) 
Note: Viscous oils, 15 to 30 p.p. are quoted 0.56 
lower; 60-85 and 86-110 No. 2 non-viscous oils, 15 
to 30 p.p., 0.25c lower. 
Unfiltered Steam Refined( (Viscosity ai 210°) 


11.5 (1) 11.5 (1) 
12.5 (1) 12.5 (1) 
13.5 (1) 13.5 (1) 


Bright stocks, 160 vis. ai 210 No. 8 color: 

0to 10 p.p...... 24 (1) 24 (1) 
23.5 (1) 23.5 (1) 
21.5 (1) 21.5 (1) 
15.5 (1) 15.5 (1) 


To obtain prices delivered in Chicago 
edd 0.25c per gal. 


Natural Gasoline 
we mo g 3 & Breckenridge prices are to blenders on 


reight basis shown below. Shipments may origi- 
nate in any Mid-Continent manufacturing district. 


FOB GROUP 3 

Grade 26-70.... 4.75 (Quotes) 
FOB BRECKENRIDGE 

Grade 26-70.... 4.375 (Quotes) 4.375 (Quotes) 


CALIFORNIA (FOB plants in Los Angeles 
basin) 


4.75 (Sales) 


21 nd vapor pressure 
or blending.... 4.75 - 5.375 4.75. - 5.375 


Naphtha and Solvent 
(FOB Group 3) 


Stoddard solvent. . 

ners’ naphtha. 
V.M.&P. naphtha. 
Mineral spirits... . 
Rubber solvent. . . 


Lacquer di Ges 

Benzol © omy ey 

WESTERN PENNA. 
Bradford-Warren District: 
Stoddard Solvent. 7.5 (1) 
Other Districts: 

Untreated naphtha 7 -7.25 (2) 7 -7-25 (2) 
Stoddard solvent... 7.25 -7.5 (2) 7.25 -7.5 (2) 


7.5 (1) 


OHIO (8.0. govtetonp for statewide delivery): 
a. 


V.M.&P. naph D.C. naphtha, Varnolene & 


10 10 
Rubber solvent... 9 y 


Wax 


WESTERN PENNA. (Bbis. C.L.) 
White Crude Scale: 


122-124 A.m.p.... 
124-126 A.m.p.... 


OKLAHOMA (C.L. FOB Refinery) 
Semi-refined: 
128 AMP min., white, 


50 kilo bags.... No Price No Price 
132-134 AMP, 
bbls. 5(1) 5(1) 


CHICAGO (FOB Chicago district refinery of one 
refiner, in bags, carloads. Carloads, slabs loose, 
0. Melting points are EMP (ASTM) 
methods; add 3° to convert into AMP.) 


Fully refined: 


4.25 (2) 4.25 (2) 
4.25 4.25 


5.6 
.25 
.55 





Petrolatums 


WESTERN PENNA. (Bbis., carloads; tank cars, 
0.5c per lb. less.) 


Snow White ‘ 7.25. 6.125- 7.25 
6.25 5.375- 6.25 


5 
75 
5 


Ci cial or ¢ au 
tank car, tank wagon, dealer, 
and service station prices for 
gasoline do not include 
taxes; they do, however, in- 
clude inspection fees as 
shown in general footnote. 
Gasoline tazes, shown in 
separate column, include 
1.5¢ federal, and state tazes; 
also city and county tazes as 
indicated in footnotes. Kerosine tank wagon prices 
also do not include tazes; kerosine taxes where levied 
are indicated in footnotes. Dealer discounts are 
shown in footnotes. These prices in effect Nov. 13, 
1944 as posted by principal marketing companies at 
— headquarters offices, bui subject to later cor- 
rection 


Ss. O Esso (Regular Grade) 
ee Consumer Gaso- Kero- 
N. J. Tank Dealer line sine 
T.W. Taxes T.W. 


Wagon 
*Atlantic City, N.J.. 10.2 10 
10 10 





Tank 
Wagon 
Prices 





*Newark, N. J 
Annapolis, Md 
Baltimore, 
Cumberland, Md.... 
Washington, D. C... 
Danville, Va........ 
Norfolk, Va 
Petersburg, Va 
Richmond, Va 
Roanoke, Va 


12.3 


un 
a 


, 


Parkersburg, W. Va.. 
Wheeling, W. Va.... 
Charlotte, N. C 
Hickory, N.C...... 
Mt. Airy, N. C 
Raleigh, N. C 
Salisbury, N. C 
Charleston, 8. C.... 
Columbia, 8. C..... 
Spartanburg, S.C... . 


*Correct on and since Sept. 


VANNNANAUNNNNMNMAMAMMNMNNAN 
“100 Us Wom CO Coe EN’ 


SEAT AID DD AAAAD oe 


Mineral Spirits 
T 


Newark, N. J 
Baltimore, Md 
Washington, D.C..... 


Fuel Oile—T.W. 


Atlantic City, N. J 
Newark 

Annapolis, Md 
Baltimore 
Washington, D. C 


Charlotte, N. C 
Hickory, N. C 
Raleigh 
Charleston, S. C 


—_ . 
CRHOGOGSGOBOO: Of 


10. cz 
*Effective Aug. 5, °42 minimum retail resale 
price of 14.2c posted thru New Jersey. 
Discounts: 


Esso gasoline—to undivided dealers, 0.5c off 
dealer t.w. 


Kerosine—lc off t.w. price for 25 gals. or more, 
under contract thru territory (Baltimore city con- 
tract not necessary) except no discount in state of 
New Jersey. 


Naphtha—To buyers taking following quantities 
at one time: Newark, 2c al. on 200 gals. or 
more, less than 200 gals. 0.5c figher price; Balti- 
more, 2c off on 25 to 100 gals. and 3c on over 100 
gals.; Washington, 2c off to contract buyers. 


Notice 


These prices include inspection fees on both 
gasoline and kerosine unless otherwise specified 
per gallon as follows: 

Ala. 1/40c on gasoline; Ark. 1/20c; Fl. 1/8c; 
Ill. 3/100c; Ind. 1/5c in lots of 25 bbls. or less, 
2 /25c in lots of more than 25 bbls.; Kans. 1 /50c; 
La. 1/32c; Minn. 7/200c; Miss. 1/50c; Neb. 
3/100c; Nev. 1/20c; N. C. 1/4c; N. Da. 1/20c; 
Okla. 2/25c; S. Car. 1/8c; S. Da. 1/20c; Tenn. 
2/Se; and Wisc. 3 /100c. 

Kerosine inspection fees only: Ala. 1/2c; Fla. 
1/8c; Iowa 3/50c; Mich. 1/5c per gal. 





ike Conoco De- 
CONT’L Bronz-z-z mand Gaso- Kero- 
OIL (8rd Grade) line sine 
tTank Wagon Taxes T.W. 


Denver, Col 5 
Grand Junc., Col.. 5 
Pueblo, Col m) 
Casper, Wyo 5 
Cheyenne, Wyo... 
Billings, Mont... . 
Butte, Mont 
Great Falls, Mont. 
Helena, Mont... . 
Salt Lake City, 
Utah 
i 1 
Twin Falls, Ida... 
A > uquerque, 


BAM Annauaanan 
aaa nanan 


aoa fo Ann 


Ft. Smith, Ark.... 
Texarkana, Ark... 
Muskogee, Okla... 
Oklahoma City, 

, _ err 
Tulsa, Okla 

*Taxes: In gasoline tax column are included 
these city taxes—Albuquerque, & Roswell, 0.50, 
Santa Fe, lc. Texas 4c state tax applies within 
city limits of Texarkana, Ark.; Okla., 5.5¢ state 
applies within city limits of Ft. Smith, Ark. 

+tTo Consumers & Dealers. 

NOTE: Current selling price—where this Is 
lower than maximum price it is because of local! 
competition. It is the actual selling price and is 
subject to revision due to delays in receiving 
information from the field. 


Ss. O (Regular Grade) Gaso- Kero- 
en line sine 
NEB. : Dealer Taxes T.W. 


6.5 
5 


~ 
ut 


6. 
6. 
6. 


Standard Gasoline (Regular Grade) 
Flight Gasoline (Third Grade) 


Flight 


I Pos- 
ae ted G 
CAL, T - Tank Re- tee 


Truck tail Truck tail Taxee 


San Francisco, Cal. 10 
Los Angeles, Cal.. 9 
Fresno, Cal...... 11 
Phoenix, Ariz 12 
Reno, Nev 12 
Portland, Ore..... 10. 
10 

2 

10 


- 
wo 


5 


Seattle, Wash..... 
Spokane, Wash... 
acoma, Wash... . 


KaqnaqQuagauyn 


Std. Aviation 73 


Posted Net 
Tank Gasoline 
Truck Taxes 


San Francisco, Cal. 12. 
Los Angeles, Cal.. 12 
Fresno, Cal 5 
Phoenix, Ariz 5 
Reno, Ney 8 
Portland, Ore... .. 
Seattle, Wash... . 
Spokane, Wash... 
acoma, Wash... . 


Vaananunuan 


Resale and Commercial Gasoline: Tank car de- 
liveries of Standard Aviation 73, Standard’s 
Supreme and Flight Gasoline .25c per gal. below 
posted net tank truck price. Tank car deliveries of 
Standard Gasoline .375c per gal. below posted net 
tank truck price. Pearl Oil (The Standard Kero- 
sene) Tank car deliveries 3c below posted tank 
truck price. 


Gasoline—Dealer T.W. Gaso- 
TEXAS Fire-Chief Indian line 
co. (Regular) (3rd Grade) Taxes 


Dallas, Tex...... 8 5. 
Ft. Worth, Tex... 
Wichita Falls, Tex. 
Amarillo, Tex... . 
Tyler, Tex 

EI Paso, Tex 

San Angelo, Tex. . 
Waco, 

Austin, Tex 

Houston, Tex... .. 
San Antonio, Tex. 8 
Port Arthur, Tex.. 8 


*Less lc temporary allowance to all dealers. 
(Continued on next page) 
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Tank Wagon Prices—Continued 


Red Crown (Regular Grade) 
Blue Crown (Third Grade) 








Red Dealer Prices 
Crown-——-._ Gaso- Kero- 
Cons. Red Blue line sine 
T.W. Crown Crown Taxes T.W. 
Chicago, Ill 6 9.6 9.1 4.5 10.6 
Pecatur, Ill 6 9.6 8.7 4.5 10.3 

> oar 9 10.3 9.2 4.5 10.6 
Peoria, Ill....... ce 9.7 4.5 10.4 
indianapolis, Ind.11.6 10.1 9.6 5.5 10.1 
Evansville, Ind..11.4 9.9 S56 Ge Se 
South Bend, Ind. 7 10.5 10 §.5 10.5 
Detroit, Mich . 1.4 9.9 9.4 45 10 
Grand Rapids, 

MR ea bavi 4 9.9 94 45 9.9 
Seginaw, Mich...11.4 9.9 94 45 9.9 
Green Bay, Wis..12.2 10.7 10.2 §.5. 10.9 
Milwaukee, Wis..12.1 10.6 10.1 5.5 10.8 
La Crosse, Wis...11.9 10.4 9.9 5.5 10.6 
Minneapolis - St 

ays 9 10.4 9.9 5.5 10.6 
Duluth, Minn...12.2 10.7 10.2 5.5 10.9 
Mankato, Minn..11.9 10.4 9.9 5.5 10.6 
Deo Matos, Ie ce 32 9.4 4.5 *10.1 
Mason 7 = m..48.0 Be 9.7 4.5 *10.4 
St. Louis, 11.0 9.5 9.3 *4.5 10.1 
Kansas Cit Mo.11.0 9.5 8.6 4.5 9.7 
8t. Joseph, Mito. 2.2 9.8 9.2 %5 9.9 
Fargo, N. "13° 11.4 10.9 5.5 11.6 
Haron, S. = re 12.3 10.8 10.3 5.5 Ill 
Wichita, Kans...10.3 8.8 78 @5 3S 


Oleum V.M.&P. Stani- 


Spirits Naphtha sol *Taxes 


(Prices are base prices before discounts) 


Chicago...... 13.5 13.8 12.8 4.5 
Detroit...... 15.8 15 16.3 4.5 
.C., Mo. 13.3 14.3 13.8 1.5 
&. Louis, Mo. 13.7 14.7 13.2 1.5 
Milwaukee... 14.4 15.4 14.9 5.5 
Minnep’ls.... 14.2 15.2 13.5 5.5 
Fuel Oils T.W. 
Chicago 
Standard Stanolex 
Heater Oil Furnace Oil 
See 9.3 8.8 
a Sere 8.3 7.8 
150 gals. & over...... 7.8 as 
150-399 gals.......... ay 7.8 
400 gals. ee See 7.3 
Stanolex Stanolex 
Fuel A Fuel C 
eee 6.5 6.0 
750 gals. & over...... §.75 5.25 
Stanolex Furnace Oil 
Other Points 100 gals. 
1-99 gals. & over 
Indianapolis.......... 9.0 8.0 
SS) iets va 6 «kaa 8.7 re | 
Milwaukee........... 9.0 8.0 
Minneapolis.......... 9.1 8.1 
a 8.4 7.4 
Kansas City......... 8.1 7.8 


*Taxes: In gasoline tax column are included 
these city taxes—Kansas City, St. Joseph and 
St. Louis, lc. Lowa kerosine prices are ex 3c state 
tax. In naphtha tax column are included 1.5c 
federal tax and state taxes. 


State sales, occupation, consumer and use taxes 
to be added when applicable 







Esso Gasoline (Regular Grade) 


Consumer Gaso- Kero- 

Tank Dealer line sine 

Wagon T.W. Taxes T.W. 
New Orleans, La... 8.75 9.25 8.5 *9 

Baton Rouge, La.. 8.75 9.25 8.5 *9.5 

Alexandria, La.. 8.75 9.25 8.5 *9 5 
Lafayette, La.. cc) 9.5 8.5 *9 
Lake Charles, La.. 9 9.5 8.5 *11 
Shreveport, La.. 8.5 7 8.5 *8 

Knoxville, Tenn. 10.5 ll 8.5 12.5 

Memphis, Tenn... 8.90 9.40 8.5 10.5 
Chattanooga, Tenn.10.5 ll 8.5 ll 
Nashville, Tenn... 10.5 ll 8.5 10 

Bristol, Tenn... .. 10.95 11.45 8.5 13.) 
Little Rock, Ark. 9.5 10 8 10 


*Louisiana kerosine prices are ex lc state tax. 
Discounts: 

Esso Gasoline—To undivided dealers, 0.5c of 
dealer t.w. 


VEMBER 1 


5, 1944 








*Sohio X-70 Gasoline 
rade) 


Ss. O. (Regular 
reyseie) Con- **Re- Gaso- tKero- 
sumer sel- line sine 
-W. lers [S.S. Taxes T.W. 
Ohio, Statewide.. 12 10 2.8.6.8 938 
Akron.......... 12 9.6 13.5 &.8 9.3 
TR oscscee 12 9.5 12.56 &.8 9.8 
incinnati...... 12 9.56 123.5 &.5 9.3 
Cleveland....... 12 9.56 123.5 5.5 9.3 
umbus....... 12 9.5 123.5 §.5 9.8 
Se 12 95 Bes te 92 
ae 12 9.56 123.5 §.8 9.8 
Mansfield....... 12 9.6 12.8 &§.8 9.3 
DNL b455 a00s 1 9.0 12.6 5.5 9.3 
Portsmouth. .... 12 9.6 12.5 $5 9.3 
EN: bie s600 0% 12 9.56 12.5 &8.5 9.3 
Youngstown..... 12 9.6 12.58 5.5 9.3 
eee 12 9.6 12.58 &§5 9.3 


Aviation Gasoline—Statewide 


Consumer Gasoline 
Sohio Aviation Gasolineclear T.W. T. 


axes 
Spec. AN-F-22.......... 14.5 s. 
Esso Ethyl Aviation 73 Oct. 15.5 5.5 
Esso Ethyl Aviation 80 Oct. 16.5 5.5 
Esso Ethyl Aviation 87 Oct. 17.5 5.5 
Esso Ethyl Aviation 91 Oct. 17.5 5.5 
Esso Ethyl Aviation 100 Oct. 24.5 5.5 
tNaphtha—T.W. 
State- Lucas 
wide County 
8S. R. pm... ek sans hace 13.5 13.5 
D. C. Naphtha....... 14.5 14.25 
V.M.&P. ~ ES 14.5 14.25 
WE cacdicdtecee 14.5 14.25 
Sohio Solvent......... 14.5 14.25 
Fuel Oile—T.W No. 1 No. 2 No.3 No.4 
Ohio, Statewide....... 8.3 8.8 7.8 97.55 


*Renown (third-grade) prices are same as X-70 
unless otherwise n 

**Except authorized agents. 

+Kerosine prices are ex lc state tax. 
prices are ex 1.5c federal & 4c state tax. 

tPrices at company-operated stations. 
ttStatewide prices are subject to exceptions 
other than those shown. 

Discounts: 

Esso aviation—on contract to hangar operators 
and resellers, 2c off consumer t.w. 

*For Cleveland area only. Full compartment 
hose dumps. 

Fuel oils—Statewide prices are for t.w. & drum 
deliveries of 50 gals. or more; prices for deliveries of 
less than 50 gals. are 0.5c higher. 

Naphthas—to contract consumers off t.w. 
ge age neg 300 to 999 gals., 0.5c; 1000 to 

499 gals., 0.75c; 2500 to 4999 gals., lc; 5000 or 
more gals., 1.5c. Lucas County: than 50 gals., 
tank wagon price, 50 to 249 gals., 0.5c; 250 to 499 
gals., lc; 500 gals. or over, 1.5c. 


HUMBLE 
OIL 


Naphtha 


Humble Motor Fuel 
(Regular Grade) 
Thriftane (Third Grade) 
Humble Thriftane Gaso- 
*Tank Re- *Tank Re- line 
Wagon tail Wagon tail Taxes 


Dallas, Tex.... 7.5 10.55 6.5 10.5 5.5 
Ft. Worth Tex. 6.5 9.5 6 7.6 §.5 
Houston, Tex. 8.5 12.5 7.5 10.5 5.5 
San Ant..Tex..85 125 75 105 5.5 


Consumer tank wagan prices are lc per gal. above 
the dealer tank wagon prices. 


Kerosine 
*Tank Wagon Retail 
Dallas, Tex.......... 7 10 
Pe. WEEE, BOR. cccces 7 ll 
Houston, Mn ccsess 8 ll 
San Antonio, Tex..... 7 10 


*To all classes of dealers & consumers 


Canada 


PRICES OF IMPERIAL OIL, LTD. 

Per Imperial Gallon, which is 1.2 U. S. Gallons 

3-Star Imperial Gasoline 
rade) 


IMPERIAL (Regular G 
OIL Kero- 
tGasoline ‘*Gasoline sine 
-W. Taxes T.W. 
Hamilton, Ont.... 16.5 11 18 
Toronto, Ont..... 16.5 ll 18 
Brandon, Man.... 20.5 10 23 
here gg ee a. — Fo 10 22.5 
Regine, Sas ee 17.5 10 20 
Saskatoon, a: 20.3 10 22.8 
Edmonton, Alta... 18.4 10 20.9 
Calgary, Alta..... 15.5 10 18 
Vancouver, B.C.. 15 10 24 
Montreal, Que.. 16.5 ll 17.5 
St. John, N. ius we 13 19 
Halifax, N.S..... 16 13 19 


*Includes 3c Federal, and Provincial taxes. 
tTo divided & undivided dealers. 
Absorption Gasoline—No. ,, R.V.P.—$2.28 
Gasoline prices effective Oct. 7. 








Atlantic White Flash 


ATLANTIC (Regular Grade) 
REFINING Commer- Gaso- Kero- 
cial Dealer line sine 
T.W. T.W. Taxes T.W. 
Philadelphia, Pa.. 10.2 10.7 5.5 12.25 
Pittsburgh. ...... 10.1 10.6 5.5 12.1 
Allentown........ 10.7 5.5 12.6 
chs4ssseaen 10.1 10.6 5.5 12.1 
Scranton......... 10.7 11.2 5.5 12.6 
Princes 066% 10.7 11.2 5.5 12.6 
Emporium....... 10.1 10.6 §.5 132.1 
Di shtestees 10.7 11.2 5.5 12.6 
Uniontown....... 10.1 10.6 §.5 13.1 
Willamepe Seb lo? 12 $8 126 
illiamsport..... : ; ‘ f 
Dover, Del....... soe 11.2 §.5 12.6 
Wilmington, Del oa 10.7 §.5 13.) 
Spriogticld. Mase. is 48 7 
eld, Mass ; ; a" 
Weseuten. Mass 11.5 4.5 . 
Fall River, Mass ll 4.5 . 
H ‘ord, Conn 11.6 4.5 eae 
New Haven, Conn ll ae ees 
Providence, R. ll GaP se 
Atlantic City, N. J. 10.7 4.5 10 
Camden, N. J... 10.7 4.5 10 
Trenton, N.J.. 10.7 4.5 10 
Annapolis, Md.. 11.05 5.5 10.8 
Baltimore, Md... . 10.45 5.5 9.8 
Hagerstown Ma.. 11.585 $§.8 120.8 
Richmond, 11.28 6.8 13.8 
Wilmington, N. c.. 11.18 7.5 11.6 
Brunswick, Ga.. 10.1 7.5 10.6 
Jacksonville. Fla. 10.1 8.5 11.6 
*Retroactive to Sept. 1. 
ome x 4 toe V.M.&P. 
T.W.t T.W.t 
agg ee 11 12.5 
er 12 13.5 
Pitteburgh. Pa cies 12.5 13.5 
Fuel Oilse—T.W. 
2 3 5 6 
Phila., Pa...... 10.1 9 9 5.76 5.04 
Allentown, Pa.. 10.6 9.3: 9.3 .... ces. 
bee mer og Del. 10.1 9 9 meee 
ringfield, Mass. 10.2 9.4 9.4 
ae eg ae!) ee SE oe ahiee 
Hartford,Conn. 10.5 9.2 9.2 .... «evo 


tDoes not include lc Georgia kerosine tax. 
t+Mineral Spirits prices also apply to Stoddard 


Solvent; V.M.&P. prices also apply to Light 
Cleaners Naphtha. 
Discounts: 


Gasoline—to undivided dealers, 0.5c off deales 
t.w. except Georgia & Florida dealer t.w. and un- 
divided dealer t.w. prices are same. 

Kerosine—Thru oean. & Delaware, 2c off t.w. 
price on t.w. deliveries of 25 gals. or more at one 
time. 


Crown Gasoline (Regular) 
Ss. O. Standard (Third Grade) 

rw Gaso- Kero- 
KY. tNet line sine 
Crown Taxes T.W. 
Covington, By -+-« 9.5 6.5 9.3 
Lexington, Ky.. 10.5 6.5 9.5 
Louisville, Ky.. 10 6.5 8.8 
Paducah, Ky aki 10 6.5 8.8 

Jackson, Miss.... 10 7.8 *%9 
Vicksburg, Miss. . 9.5 7.5 *8.5 

Birmingham, Ala.. 10 *8.5 a 
Mobile, Ala...... 9 *9.5 8.5 

Montgomery, Ala. 10 *9 5 *10 
Atlanta, Ga....... 11.1 7.8 *11.6 
Augusta, Ga...... 11.1 7.5 *11.1 
Macon, Ga....... 11.1 7.5 *11.6 
Savannah, Ga.... 10.1 7.5 *10.6 
Jacksonville, Fla.. 10.1 8.5 9.6 
Miami, Fla....... 10.1 8.5 9.6 

Pensacola, Fla. . 9 *9 5 8 
Tampa, TR cok ne 10.1 8.5 9.6 


*Taxes: In tax column are included these city 
and county gasoline taxes: Mobile, 2c city; Birm- 
ingham, Ic city; Montgomery, lc city and le 
county; Pensacola, Ic city. jeorgia and Mont 
Been Ala. have Ic kerosine tax, Mississipp! 

Sc, included in above prices. 

Consumer t.w. prices are same as net dealer 
om o. 
Prices are retroactive to Sept. 1. 





Socony Mobilgas 


ae seouine Grade) 
SOCONY Com. Undiv. Gaso- 
VACUUM Cons. Dir. line 
T.W. T.W. Taxes 
New York City 
Manhattan & Bronx. 10.1 10.6 *5.5 
Kings & Queens. . 10.1 10.6 *5.5 
Richmond.......... 9.7 10.2 *5.5 
aS | eee 9.9 10.4 5.5 
Binghamton, N. Y. ll 11.5 5.5 
Se. kbccenpoccce 9.6 10.1° 5.5 
Jamestown, N. Y..... 9.8 10.3 5.5 
Mt. Vernon, N. Y..... 10.1 10.6 5.5 
Plattsburg, N. Y...... ll 11.5 5.5 
Rochester, N. Y...... 10.8 11.3 5.5 
Syracuse, ~~ Chaeahe a . P a's 
Bridgeport MR. scce , . 
Danbury, Conn....... 10.5 1l 4.5 
Hartford, Conn....... 10.6 11.1 4.5 
New Haven, Conn.... 10 10.5 4.5 


(Continued on next page) 
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Seaboard 
Export 
Coastwise 
Prices 



































72 Oct. 
District (ASTM) 
Se Sees Not made 
N. Y. Harb., barges 2 
ES RCL es 
Philadelphia....... 
Baltimore......... = 
a a 
Wilmington, N. C. sh 
Charleston......... = 
a ere = 
Jacksonville. ...... se 
— Pawnee aeae ‘ eo 
aad eninge be 
Pensacola......... rh 
dn cecawee a 
New Orleans... .. i = 
eee es 
MDa ccnccecces E 
Providence. ....... * 









Atlantic Coast 


MOTOR GASOLINE 


(Prices are of refiners, FOB their 
refineries & their tanker termi- 
aals, & of tanker terminal operators FOB their 
terminals)—Prices in Effect Nov. 


13. 


. 200 


Pacific Export In Ship's Bunkers, or deep tank lots: 
Prices in Effect 


Diesel Fuel, Pac. Spec 
Grade C fuel, Pac. Spec. 400............... 


Nov. 13 Nov. 6 
pebawsenesenet eae $1.45 $1.45 
$1.10 $1.10 





KEROSINE 
70-74 oct. and /or 
(ASTM) NO. 1 FUEL 
9.075 ee 
8.975 7 
9.175 7.3 
9.075 tim 
8.825 7.3 
8.575 a0 
8.175 6.75 
8.175 6.9 
7.845 6.55 
7.875 6.55 
7.845 6.55 
7.845 6.55 
6.875 (1) 4.8 (1) 
6.62 -— 6.745 4.75 (2) 
6.125(1) 4.125-4. 25 (2) 
9.375 7.3 
9.275 ce. 
9.275 7.2 


(a) Price is for straight-run low pour, test No. 5 ($1.95) 











Socony Mobi 





















i ee 
New York City....... 11 
Rochester, N. Y...... 13.2 
Syracuse, N. Y....... 14 
Boston, Mass......... 12 
Bridgeport, Conn. .... 16.3 
Hartford, Conn....... $16.3 
Providence, _) 13 
Mobil- 
Kero- fuel 
sine Diesel 
Yard T.W. T.C. T.W 
New York: 
Manhat'n & 
Bronx.... 7.5 10.3 9.3 
Kings & 
Queens.. 7.5 10.3 ... 9.3 
Richmond. 7.5 10.3... am 
Albany..... 7.5 9.8 6.8 9.3 
Binghamton. 8.9 11.2 ... 10.7 
uffalo..... 8.1 10.4 7.5 9.8 
Jamestown Be O85... . 30.3 
Mt. Vernon. 7.6 10.3 ... 9.4 
Plattsburg.. 8.1 10.4 ... 9.9 
ester... 8.7 I1 7.9 10.3 
organ 8.5 10.8 7.8 10.1 
I 7.8 10.3 o4: genes 
Beidgoport 8.2 10.8 oer 
Hartford... 8.0 10.5 9.5 
New Haven. 7.5 10.3 9.3 
Maine: 
Bangor. .... 7.9 MS 27.4 3.7 
Portland 7.56 10.2 6.8 9.8 
ass.: 
Posten phe’ 7.8 10.6 9.2 
Concord 8.4 10.7 
Lancaster 9.5 11.8 
Manchester. 8.5 11.1 
Providence... 7.8 10.1 6.7 9.2 
Vermont: 
Burlington.. 8.1 10.4 7.5 9.8 
Ratland. 8.3 10.6 10 





asoline (ex tax). 
rrels. 


to price of 





EXPORT PRICES 
Prices Effective Nov. 











54 





lgas 


me (Regular Grade) 
SOCONY : 
— ie 
T.W. 7. 
Bangor, Me.......... 10.7 11.2 
Portland, Me......... 10.3 10.8 
Boston, Mass......... 9.9 10.4 
Concord, N. H....... 11.4 11.9 
Lancaster, N. H...... 2 12.5 
Manchester, | em 11.3 11.8 
Providence, ett 10 10.5 
Burlington, Vt........ 10.9 11.4 
 -. & | eae ll 11.5 


13. 


14. 


6 
4 


13 


t17 
T17 
14 


3 
3 


Mobil- 


> Fb Or BOANONe He 


co 


‘rots 


—_ 


5 
a i 


AN NV NCO NY AN ANN ANNNANNOAAN 


— 


*Does not include 1% city ; sales tax applica 1 


13 
Mexican Gulf Ports 


U. S. Dollars per Bbl. 

Bunker C Diesel 
TN 6.6 5.0400 we $0.97 $1.65 
EE ia 5.04 4-0. 6ie-es,6 0.97 tee 
Coatzacoalcos........ 0.97 1.65 

Pacific Coast 

NE 5 ain .av.0:9 0s $1.50 $3.22 
Eee 1.50 3.22 
SN ath 5 6:0.4: «4-0-0 1.50 2.89 
Ns 6.6 5.accenceee 1.50 2.89 
Selina Cruz.......... 1.50 2.89 


Tank Wagon Prices (Continued) 


CHEN CHEN CACHN 


~~ ONUS Ante Wun oO 


o 


9 
< 


5 
e 


n steel 
eae Diesel—On t.w. deliveries, 0.5c for 
at least 400 gals.: Jc for full tank truck. 





| 


AaAnnw- 
“ICo-2- 


FUEL OILS 





No. 3 No. 5 No. 6 
6.7 $1. 85-$1.95 (a) $1.77 
6.8 (2) oe $1.97 (2) 
6.7 $1.98 $1.77 
6.7 $1.85 (1) $1.77 
6.7 (1) $1.85 (1) $1.77 
one $1.80 (1) $1.72 (2) 
ae mah $1.72 (1) 
‘a $1.72 
cai $1.62 
pres $1.27 (1) $0.97 
6.8 (2) aie $1.77 
6.7 (2) $1.95 (2) $1.77 
6.7 (2) $1.90 (1) $1.77 


Bunker C Fuel Diesel Oil Gas House 
Ships’ bunkers Ships’ bunkers Diesel Oil Gas Oil 
(Ex Lighterage) (Ex Lighterage) Shore Plante 28-34 Gravity 
New Haven....... eee” lt Me Clete FS lClC(‘( 
Be he CE, cece $1.77 $2.78 6.7 6.8 (2) 
OS eee $1.97 (1) $2.98 (1) 6.8 (1) 7 (1) 
Philadelphia $1.77 $2 - aaue 
Baltimore. ... $1.77 $2.78 6.7 (1) 6.7 (1) 
Norfolk... . $1. $2.78 6.7 (1) 6.7 (1) 
Charleston. . $1.72 (2) $2.78 (2) 6.7 (1) 6.7 (1) 
Savannah... . $1.72 (1) $2.62 (1) eae roa 
Jacksonville. . $1.72 $2.62 (2) ae ae 
Tampa....... $1.62 62 Eee er 
New Orleans. . .97 $1.65 (1) 4 (1) Pe 
Portbana. ... sce ° $1.77 $2.86 (2) 6.8 (1) 6.9 (1) 
a $1.77 $2.78 6.7 (2) 6.8 (2) 
Providence... . $1.77 $2.78 (2) 6.7 (1) 6.8 (1) 
Bunker “C’* when from Navy storage at New York and Norfolk to W.S.A. ships .05c discount. 








NOT 





Heavy Fuels & In Ship’s 
Bunker Oil (at Bunkers 
all Gulf Ports) (Ex 
Heavy Diesels In Cargoes’ Lighterage) 
Below 28 API 
ae $1.35 
28 & ae API 
errr ei $1.65 
Deaber C Oil.. $0.97 $0.97 
Mid-Continent Lubes 
(At Gulf; in packages, FAS.; in bulk, FOB 
terminals). 
Prices in Effect Nov. 13 
Steel Drums Bulk 
Bright Stock 
D color, Vis ai210° 
- ear sees rrr 
150 vis., 0-10 p.p. 32.65 (1&a) 24.8 (1) 
100 ta oe eg ‘ aaa 
100 vis., 10-25 p.p coee 
Neutral—No. 3 color 
200 vis., 0-10 p.p. . oo oe 
(A) FAS at New Gueens. 








Gulf Coast 
Prices in Effect Nov. 13 
New Orleans & Lower Texas Gulf Coast CARGOES 
Mississippi to Baton Rouge South of New Orleans — a 
MOTOR GASOLINE Tank Cars Barges Tank Cars Barges Expo 
sees | ‘Gulf 
te 

Leaded (oct. by ASTM) as 

| RSS PRR IRR eis 78 6.5 6.5 - 6.75 6.75 6.75 

oO errs 6 - 6.25 5.625 5 .625-6.375 (a) 5.625 5.625 

arr nee own sese ver 
Unleaded 70 oct....... 5.75 

|” ara 5.5 

i Sree eee 5.25 

are 5 
KEROSINE & LIGHT FUELS 

41-43 w.w. kero....... 4.125- 4.25 4.125 4.125-— 4.25 4.125 4.125 

42-44 w.w. kero....... rr is 4.125 4.125 4.125 

Mo. 2 fadl GB... csvceee 8.75 3.75 3.75 - 4 3.75 3.75 
DIESEL & GAS OILS 
(In diesel index No.) 

Sf ST eee ° eee esee 

. eer s Kee aan 4 

, Sarr 4 4 4 “ee 4 

EEE, 4.125 See 4.125 4.125 4.125 

58 and above......... 4.25 4.25 as 4.25 


(a) 5.625c for Dist. 1 and 5.875-6.375c for other districts. 
E: Above products in Truck Transports of 2,400 gal. and over Mc above Tank Car Prices. 





Wax 
(Melting points are AMP, 3° higher than EMP. 
Prices are FOB refinery and do not include bag, 


freight or export differentials). 


Prices in Effect Nov. 13 
New Orleans WN. Y. N. Y. 
Crude Scale Export Domestic Export 
124-6 Yellow 4.25(1) .25(1) 
122-4 White wien 4.25(2) 4.25(2) 
124-6 White 4.25(1) 4.25 4.25 
| Refined: 

Seer 5.2(1) 5.2(2) 5.2(1) 
re 5.2(1) 5.2(2) §.2(1) 
, 5.6(1) 5.6 5.6(1) 
190-B2.... 2.06 5.85(1) 5.85(2) 5 .85(1) 
 , 6.15(1) 6.15 6.15(1) 
a 6.4(1) 6.4(1) 6.4(1) 

Naphtha 
Prices in Effect Nov. 13 

V.M.&P. Mineral 

Naphtha Spirits 
New York Harbor 11 (2) 10 
Philadelphia... ... 11 (2) 10 
Baltimore........ 10.5 (2) 9.5 
DG ws toe sone 11.5 (2) 10.5 
Providence....... 11.5 (1) 10.5 (2) 
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CLASSIFIED 





For Sale 





EQUIPMENT FOR SALE 


ve tractor, semi-trailer, 4000-gal. tank 
its; three fan-fold billing machines. 
mmunicate with— 


Motor Transport Co., 
300 Madison, Memphis, Tenn. 


Wanted to Buy 


VERTICAL OIL STORAGE TANKS 10%’ 
diameter and approximately 20,000 to 25,000 
gallon capacity. Must be in first class condi- 
tion. State location and lowest price loaded 
on cars at your siding. E. L. Fentress Co., 
Norfolk, Va. 











FOR SALE 


00—50-gallon Round Lubricating Oil 
inks without pumps $3.00 each. 


Penn Service Oil Company, 
Reading, Pa. 








FOR SALE 
New and Reconditioned 
IRON and STEEL 


VALVES 
Tested and Guaranteed 
Also Fittings 
APEX IRON & ETAL CO. 
2204 South Laflin St. 
Chicago 8, Illinois 








NOTICE 


We can supply 200 grade III recapped 
and used tires per week. 


Lorain Avenue Tire Co., 
7982 Lorain Ave., Cleveland 2, Ohio 
Woodbine 9745 








FOR SALE—TANKS 


155,000 bbl. 900,000 gal. 800,000 gal. 
720,000 gal. 350,000 gal. 308,000 gal. 
206,000 gal. 215,000 gal. 110,000 gal. 
l 14,000 bbl. 2—25,000 bbl. 20 R.R. 
lank Cars. Smaller tanks as well. Make 


our wants known. 


Southern Sales Company 
1209-10 Security Bldg., Miami, Fla. 








FOR SALE 


1—4100 gallon, 2 compartment semi- 
tank trailer with White Tractor, new 
motor. 


1—4000 gallon, 2 compartment semi- 
tank trailer with Reo Tractor. 


Both of these pieces are in excellent con- 
dition and working every day. 
Liquid Heat Fuel Company 
P.O. Box 10, Mishawaka, Ind. 
Phone: 5-1600 


WANTED TO BUY 


85 Steel Tanks 8,000, 10,000, 15,000 
and 20,000 gallon capacity each. We 
buy single items to complete plants. 


Empire Equipment Corporation 
608 —, Blas. Cleveland 14, Ohio 
hone Main 7667 











Situations Open 


ANTI-KNOCK ENGINE OPERATOR wanted 
for 1-C, 3- and/or Motor Method. Write 
Box No. 48 


WANTED CHEMIST or Chemical Engineer, 
preferably one familiar with the testing of Pe- 
troleum Products, by Refiner in Western Penn- 
sylvania. Address reply to Box No. 485. 


SALESMAN WANTED to sell quality branded 
line of Pennsylvania Motor Oils. Quarts, 
gallon pails, and drums in carload lots. Prefer 
experienced salesman for Southern territory. 
Liberal commission basis. Good opportunity 
now and post-war. Box No. 488. 





MECHANICAL ENGINEER 


A well-established manufacturer with 
national reputation requires the services 
n Tulsa of a top-flight Mechanical En- 
gineer, preferably with welding expe- 
rience. Electrical knowledge would be 
desirable. This position is in connection 
with the development of products in 
the petroleum and chemical fields. It 
has excellent post-war possibilities. 
Those who are connected with the war 
effort at their highest skill should not 
apply. Please enclose a small photo- 
graph which will not be returned with 
your application. Reply 


Box No. 486 











Positions Wanted 


CAN BE AVAILABLE on reasonable notice 
in any capacity of sales, either industrial or 
jobber trade; all petroleum products; Southern 
district; 16 years experience. Box No. 482. 

OIL EXECUTIVE—Thoroughly experienced in 
Refinery Sales, Purchasing and wholesale mar- 
keting, Middlewest and Southwest. Good sal- 


ary required—best references — available 
promptly, Box No, 489. 


For Lease 














STORAGE TANKS & TRUCK TANKS 
f 10,000 gal. tanks (7’ x 34’) 
6,000 gal. tanks (8’ x 16’) 
2,500 gal. tank (7’ x 9’) 
2,000 gal. tank (5’4” x 12’) 
TRUCK TANKS 
1,000 gal. tank complete with meter 
nd equipment. 
1,560 gal. tank, 2 compt. 
1,000 gal. tank, 3 compt. 
750 gal. tank, 1 compt. 
2,400 gal. tank, 3 compt. 
3,600 gal. aluminum trailer tank. 


METERS 
3” Buffalo bulk meters also several 
iller meters, pumps & reels. 


ese tanks and equipment are in excel- 
t condition and are ready to install— 
t quick 
D. & C. Equipment Co. 
10 Edwards St. Hartford, Conn. 


4 Phone: 7-5000 





FOR LEASE 


Complete gasoline bulk plant y aoe 
well located. All 3” piping. 

225,000 gallons. 5 room o . “ola. 4 4 
car garage. North of 6 Mile 
Woodward Ave. in center of —_ 


Box No. 457 





For Sale 





EQUIPMENT FOR SALE 


Fleet of 20 transport trucks, from 3000 
gallon to 4300 gallon capacity. Dodge 
and International tractors in good con- 
dition—will sell one or all. Subject to 
prior sale. 


Petroleum Sales, Inc., 
Springfield, Mo. 
Phone: 2216 
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The National Petroleum Publishing Co. 
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Press Bldg., Telephone NAtional 3477. 
iS 3, Okla., 904 World Bldg., Telephone 
Los i 14, 610-A gaeeet Bidg., 

‘Telephone VAndike 2845 
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Professional Services 





ANTI-KNOCK VALUES 
DETERMINATORS 
The Gray Industrial Laboratories 
Chemists and Engineers 


Specialists on Petroleum Products 
961-976 Frelinghuysen Ave., 


NEWARK, N. 3: 
Telephone Bigelow 3-4020 


ADVERTISERS’ INDEX 


This index is published as a convenience to the 
reader. Every care is taken to make it accurate 
but National Petroleum News assumes no re- 
sponsibility for errors or omissions 
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ABOUT OIL PEOPLE 





a 
® e ® 

From the Y-Force Operations Staff in 
China comes the announcement that 
Lieut. Col. Frank S. Vaden, Jr., San 
Antonio, Texas, is now serving in the 
Salween campaign combat zone with 
a headquarters group of Y-Force Op- 
erations Staff. 

Col. Vaden, an oil man in San An- 
tonio, was called to active duty with 
the Army in Nov. 1940. He arrived in 
China in Sept, 1943, after a short pe- 
riod in India. 

The Colonel was assigned to Y-Force, 
the American liaison organization which 
trained and supplied the Chinese Ex- 
peditionary Force for the Salween Cam- 
paign. For several months he instructed 
Chinese Officers and non-commissioned 
officers in American artillery methods 
at a Y-Force Artillery Training Center. 
He is entitled to wear a bronze star on 
his Asiatic Campaign 
service with Y-Force. 

Colonel Vaden has directed Chinese 
artillery, and on spent 
four days in an artillery observation post 
constantly under Jap artillery and mor- 
tar fire. 


ribbon for his 


one occasion 


o ce a 


Another oil man in the Y-Force opera- 
tions in Southwest China, is 2nd Lieut. 
William B. Daum, 23, of Evanston, IIL, 
who worked at the Pure Oil Co. office 
in Chicago prior to enlisting in the Army 
in July, 1942. 

Lieut. Daum, who wears the bronze 
star on his Asiatic campaign ribbon, 
was a member of a team giving medical 
and other assistance to the Chinese 
troops when the Chinese launched the 
Salween offensive to drive the Japs from 
Yunnan. 

For weeks Lieut. Daum and his Y- 
Force comrades marched with the Chi- 
nese over the precipitous, narrow trails 
which are the only highways of the 
Kaoli Kung, drenched by heavy mon- 
soon rains which turned the path into a 
morass of knee-deep, clinging mud. 

He is now serving as a liaison supply 
officer, co-ordinating the flow of Amer- 
ican supplies to field personnel. 


co oa o 


L. E. Geraghty is the new editor of 
Refinery News, Tidewater Associated Oil 
Company’s Bayonne Refinery monthly 
publication. 

Q Q co 

Miss Bettye Bohanon, formerly with 
PAW at Washington national headquar- 
ters as petroleum production and_pri- 
orities analyst, has just left for Lima, 
Peru, where she will take up duties in 
the American Embassy as: assistant to 
the petroleum attache. Miss Bohanon 
is the first woman to hold such a posi- 





56 





Prior to her asso- 
ciation with PAW, she was _ secretary 
from 1934 to 1941, of the California Con- 
servation Committee, 
= = = 

Robert E. Dunford, secretary of the 
Retail Gasoline Dealers Assn. of Mil- 
waukee, has announced that the associa- 
tion has recruited 76 of the 100 new 
members they are seeking this year. 
Each dealer getting five new members in 


1944 will be awarded a $25 war bond. 
2 2 = 


tion, it is understood. 


Earl Shelton, division merchandising 
manager for Shell Oil Co., Cleveland, is 
being congratulated on his recent acqui- 
sition of a moustache. The decoration, 
bordering slightly on the handle-bar 
style, received much comment, some fa- 
vorable, at a series of service award 
dinners just completed by Shell exec- 
utives in the Cleveland division. 

a 2 2 

“Queen Betsy Segis Ormsby” and Vice 
President William J. Loufman of the 
Fleet Wing Corp. are doing their best 
for their country. “Queen Betsy Segis 
Ormsby” is a 3-year-old cow owned by 
Mr. Loufman. She has just broken the 


world’s butter-fat production for senior 
produced 987.5 


3-year olds. “Queenie” 





pounds of butter-fat in 365 days. Former 
record for a full year was 960.5 pounds. 
Mr. Loufman, in addition to his oil 
activities, is a member of the Cleveland 
Farmers Club of the Chamber of Com- 
merce, whose members are all full-time 
business and professional men. But they 
are all “dirt farmers”, owning among 
them a total of 37,406 acres of farm 
land. 
od = 2 
J. A. Griffey, Gulf’s district manager 
at El Dorado, Ark., is reported as hav- 
ing joined the very exclusive “Hole-in- 
one” Club. He has affidavits to support 
his claim to fame. 
oo o 2 


Gulf’s Philadelphia sales division man- 
ager, R, E. Garrett, has announced the 
appointment of G. G. Long, formerly 
sub-station supervisor at the Strouds- 
burg, Pa., sub-station, as Sales Rep- 
resentative at Norfolk, Va. 

oO oO 2 

Lester Moore, advertising-sales promo- 
tion department manager for Arkansas 
Natural Gas Corp., addressed the annual 
meeting of the Southwestern Assn. of 


Industrial Editors at its 1944 wartin 
conference held in Dallas, Texas, N¢ 
2-3. His subject was “The House Ma 
azine in the Public and Employe R 
lation Program”. 
2 2 ° 

Emerson Price, assistant news edit 
of NPN, and editorial staff writer h 
resigned to become a member of tl 
staff of the Cleveland Press. Mr. Prix 
who joined NPN from the OWI in New 
York several months ago, has spent his 
entire career in newspaper work, and as 
a writer. He is the author of “Inn of 
That Journey”. 


o oO o 


L. T. Lingham has been promoted | 
the position of Santa Barbara district 
sales manager for the Seaside Oil C 
Santa Barbara, Calif. Mr, Lingham, a 
native of Santa Barbara, joined Sea 
side in March, 1935 as a draftsman. 


od 2 oO 


Four additional members of the Gen- 
eral Petroleum Corp, have been added 
to the gallon club, having donated at 
least eight pints of their blood. Thess 
are W. D. Joiner, production; D. R. 
(Andy) Anderson, refining; R. J. Smith, 
traffic; and John M. Madrill, tax depart- 
ment, 

2 a e 

Howard E. Gibson has been appointed 
district manager of the Phillips Pump and 
Tank Co., with offices at 205 West 
Wacker Drive, Chicago, according 1 
W. H. Spink, Phillips sales manager at 
Cincinnati. 

a e ° 

Frances Kenney, popular Sohioan 
who edited the Standard Oil Company’s 
(Ohio) publication of that name, is re- 
ported as doing “just fine” at her hom« 
in Cleveland. Miss Kenney has been 
home because of illness since the middle 
of July. 

o o cod 

W. A. Parker, secretary of the North 
Carolina Oil Jobbers Assn., has recov 
ered sufficiently from illness following 
an operation to be released from the 
hospital. He is now in Richmond, Va 
regaining his strength. 

2 o o 


Herb M. Bailey, division manager of 
the Shell Oil Co., Baltimore, recenth 
spent several days in the Cleveland di- 
vision of Shell studying operations of th 
Cleveland division, of which Ray D. 
Kizer is manager. 


° 2 o 


W. T. Davis, president of Aetna Oil 
Co., Louisville, Ky., on leave with the 
armed forces, has been promoted to th 
rank of Major, The Oval, Aetna hous: 
magazine, has announced. Maj. Davis 
who served in World War I, volunteered 
his services early in 1943. Last report 


indicated that he was stationed in Indi 
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YESTERDAY ---M & S$ pumps were the buy = 
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TODAY---+War Bonds are the buy 
. TOMORROW--- buy M & S pumps 


ee 





Idi. 

Topay, the call comes again to buy bonds. Let Martin & Schwartz pumps will again be 
ort us be thankful we still have this privilege and available. They ll be newly designed and 
4 let us back that call with the same determi- smart in appearance. They'll have unique 
~ nation that drives our men to victory. and practical features that attract customers, 

When tomorrow comes and war-production increase sales, and speed-up service. They'll 
can be put aside for peace-time products, be the pumps you'll want in your stations. 
nt} 
d 
tl LOOK TO M&S FOR TOMORROW'S PUMPS AND SERVICE-STATION EQUIPMENT 
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HOW ARE YOU SET 
FOR POSTWAR? 


A NUMBER of Independent Jobbers have 
become new Fleet-Wing Distributors in the last 
several months. Most of these Jobbers have been 


long established, are shrewd operators and know 








the score at all times when it comes to petroleum 
marketing. 


Their experiences in this wartime period and their 
far-sightedness in looking to the future influenced 
their decision to ‘‘Go Fleet-Wing!’’ These Jobbers 
know that postwar will bring new, improved products 
and new merchandising techniques. They want to 
be in a secure competitive position—and a Fleet- 


Wing connection assures them this security. 


We are always glad to talk with other Jobbers 
located in Fleet-Wing territory and to present the 
specific advantages of a Fleet-Wing distributorship 
to any Independent Jobber. 


Jobbers who GO Fleet-Wing — STAY Fleet-Wing 














